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| EFORE recent additions to our manufacturing facilities, 
HH we occasionally had to do what you do buy fittings and 
hangers on the open market. | 
| ach time we did this we found labor costs increased. And 
| invariably these increases were traced to “‘Defective Mate- 
rial,’ as shown on the cost sheets kept by our installation 
foremen. However, we've reduced such losses to a minimum, 
once and for all. 
| 
| 
\nd you, too, can cut down the labor costs that are due to 
“Detective Material.” For you can now buy Grinnell Ad- 
| iustable Hangers and Grinnell Flat Band Fittings —the self- 
| same materials that are saving labor and speeding up work 
for Grinnell Company. 
iH | Nowhere can you find hangers so easy to erect and adjust 
1H both before and after installation. ‘The ingenious, time-saving 
swivel-shank is an exclusive patented Grinnell feature. 
| 
| Grinnell Cast Iron Fittings are the last word in quality = You 
IH can use hundreds upon hundreds of them without finding a 
| single sand hole. ‘Threads are absolutely accurate cores are 
| smooth and clean. 
| 
Write for the free 120-page Grinnell Hanger Catalog. Its | 
illustrations and text will tell you all about the handiest and 
most complete line of hangers on the market. Address 
Grinnell Company, Inc., 276 W. Exchange Street, Provi- 
dence, R. I. 
| 
| | 
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Fittings, Hangers, Valves, Pipe Bending, | 
Welding, Piping Supplies, Etc. iH! 
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A veracious mummy is more respected than 
a loquacious liar. 

Talk is cheap, and it is easy to make claims 
whether they be true or not. 

The VQGEL Plumber tells his customers 
plain facts about the VQGEL line. He claims 
that they are frost proof, will go for years 
without any repairing, and are economical on 
water, etc. 

As proof of these claims, he has merely to 
refer to his former VQGEL jobs, and no proof 
is more convincing than that of an old job, 
which, after years of hard service, is still going 
strong. 

The VQGEL Plumber gets profitable business 


and lots of it by telling his customers the 
truth about the VQGEL line. 


He can usually write a VQGEL closet or 
hydrant into every new contract or specifi- 
cation. 


Are you a busy VQGEL booster? If not, you 
are losing a lot of profitable business. 





Be truthful to yourself. See your jobber 


now. He’ll give you the real tacts. 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 


USAUASHOE AARON 


NW ! mi 





Mention Domestic ENGINEERING when writing advertisers. 








Advertisers This Week 


‘ Mfg. Co. 4 
Mf. ¢ > 
Ml 17 
‘ ‘ Ir 41 
p & ¢ 
¥ d 
| p é j 
He ( 
( w&sS Jas. G 36 
( Worl )] 
, “ ip 
I ( 4 
I i Brass ¢ 
\ ( a 2 
‘ ‘ 8 
Dal 
‘ e Ba ( ! 
I) J I Mf ( 
] ‘ 86 
J i Mf ( 
i I I F oY 
| Mf 
} I” ( vo 
Hienter (0. escccs 90 
' Worl 2 
I ‘ R 
H i ) 
I Mix. ¢ 
i ‘ “ 
( | ( 10 
Mf ) 
( i Ha I Fd 7 
Gira Oe. 4c xkadaeence 107 
It Front ¢ r 
( ¢ Mf ( o4 
Haas ( | I 85 
Haine J s & Cadbury 
( 74 
Ha nd Er s Works 69 
iH l Ruff ¢ 85 
Hea} S« W 
Hed & Br rox we 
Honeywell Heating Spe- 
cialties ¢ . 40 
He I ns} ( 
Hi trea Heater ¢ 62 
Humphr ‘ £0 


Imperial Br Mfe. Ce 47 
Indiana |} ce 7 
Jenkins Bros , we 
Jenkins Mfe. ¢ 7 
Johns-Manvi Ir see 9 
Johnson-Murphy Ce 100 


DOMESTIC ENGINEERING 


} 





Established 1889 


Published Every Saturday by 


Domestic Engineering Company 
1900 Prairie Avenue, Chicago 


Address all Correspondence to Chicago Office 
Long Distance Telephone: Calumet 4680 
New York Office, Room 906, 110 East 42nd Street 
Telephone: Ashland 8111 and 8112 
Cleveland Office, Builders’ Exchange 
Telephone: Main 4000 
Philadelphia Office, Room 1507, Finance Bldg. 
Telephone: Rittenhouse 2285 
Pittsburgh Office, Room 604, Chamber of Commerce Bldg. 
Bell Phone: Grant 8741 8745 
San Francisco Office, Room 732, Hearst Bldg. 
Telephone: Garfield 4052 


Chicago, February 20, 1926 
Vol. 114, No. 8 Whole No. 1732 


EDITORIAL STAFF 
F. P. Keeney, Epitor 
R. V. Sawnitt, Manacinc Epirtor 
R. Hertov, L. B. Srarrorp, Cnas. E. Price, 
L. W. Barrton, W. H. Oreson, F. A. Ware, 
L. H. Gray, G. R. STearns, 
Associate Editors 


ADVERTISING REPRESENTATIVES 
E. DeForsst Winstow O. T. Carson F. S. Kine 
E.G.Hutcuison R.Payne Wertstetn Warrace).Ossorn 
H. J. Cara D. M. Kenney Rosgert A. Jack 


TERMS OF SUBSCRIPTION 
United States and Possessions, $2.00 per year. 
Current copies, 10c each. Back numbers, 25c each 
Canada, $2.00 per year. Foreign, $3.00 per year. 


Entered as Second Class Matter on February 20, 1893, 
at the Post Office at Chicago, Illinois, Under the ‘Act of 
March 3, 1879. 


Member of Audit Bureau of Circulations. 
Member of Associated Business Papers, Inc. 





More than 17,500 Copies 
of This Issue are Being 
Printed and Distributed 











Leading Articles in This Issue 


Thoroughness. By Milt Marvels. Page 19. 

The Annual Convention of the Ohio Master 
Plumbers’ Association. Page 21. 

The Annual Convention of the Nebraska Retail 
Plumbers’ Association. Page 25. 

The Status of the Oil Burner in the Heating In- 
dustry. By Homer R. Linn. Page 27. 

The Schoolmaster and His Class. Page 28. 


Special Departments 


Between Ourselves. Page 15. 

Editorials. Page ‘7. 

Advertising Editorial No. 211.—‘‘tHow Do You 
Keep Your Rooms So Comfortable?” Page 24. 

Markets—Business Co-Jditions in Leading Job- 
bing Centers. Page 53. 

This Week—Among Manufacturers, Whole- 
salers and Their Salesmen. Page 70. 

The Trade—With Master Plumbers and Heating 
Contractors. Page 87. 

Plumbing and Heating Patents. Page 103. 


February 1926 


Advertisers This Week 


Kemp Mfg. Co., C. M.. 0 
Kennedy Valve Mfg. Co 68 
Kewanee Boiler Co.... 62 
King Union Co...... f 
Rriebel, H. K........ 7 


Lawson Mfg. Co 


McAlear Mfg. Co . 

McDonnell & Miller Co 
McRae & Roberts Co... 
Milwaukee Flush Valve 


(0 ? 
Milwaukee Valve Co. 
Minneapolis Heat Regul 

tor Co “ , ) 
Morency-Van Buren Mf: 

cC 
Mueller ¢ 
M} & I ( F’. | 


National Asbestos Mfg. Ce 
National Regulator Co 
Neptune Meter Co 
Novelty Steam Boiler W} 
Nye Tool & Machine Wor 


O-E Specialty Mfg. Co... 


Ohio Brass Co., The 
Oster Mfg. Co... 


Pabst Co., Fred........ 
Penberthy Injector Co 
Perfection Stove Co. 
Phoenix Brass Co ; 
Powers Regulator Co. cave O80 
Providence Fittings Co.. 


Raymond Lead Works 

Reading Steel Casting Co 
Ine ' 

Republic Brass Co : 

Richmond Fdy. & Mfg. Co 


as fn os ee 4 
yo bo re - 
Rundle Mfg. Co...... TT ee 


Scaife & Sons Co., Wm. B 
Sherwood Brass Works 
Simplex Mfg. Co. 

Sloan Valve Co... ° 12 
Somerville Iron Works... 
Speakman Co. sicccevescs 
Standard Heater Co..... 
Standard Sanitary Mfg. Co. 
Stanwood Corp., The... 


Stringer Bros. Co.. ae 415 


Toledo Pipe Threading 
BEBCOING C0. 2060865 
Pee Sh, «6s 42 awe et ads 
Trenton Brass & Mach. Co 
Trenton Potteries Co...... 3 


Triumph Brass Co...... 


Uniflow Pump & Mfg. Co.. 

United Brass Mfg. Co 

United States Radiator 
RAINS. nivies Nike aeaaee a 14 


Vogel Co. 


Wade Iron Sanitary Mfg 
NS Asn ae oe steer eh ive’ eee 


Walworth. Bee, COs 02% ] 


Wild, Walter H.......... i9 


Williams & Co., J. H.. 
Wise, Inc., J. B... 
Woodward-Wagner 
Lwawe soe e Back Co 
Wolf Mis. Corp. .«.«.« 

“X" Laboratories ... 


TIO. ccs 


Young Pump Co 


Zurn Mfg. Co., J. A 








uw 


DOMESTIC ENGINEERING 


February 20, 1926 








“ngaerames = 


$10 


FIRST PRIZE 


GQ 20 20 Rounp Trip 


to the 


LOUISVILLE 
CONVENTION 












PRIZE LIST 


First Prize—$100.00 or a round trip to the Louisville 
Convention. 


Second Prize—One Junior EverHot Heater 

Third Prize—One Baby Grand EverHot Heater 
Fourth Prize—$25 

Fifth Prize—$10 

Sixth to 30th Prizes—Each a handsome ash tray. 


Another Great EverHot Master Plumbers’ Contest 
Best Window Display Takes First Prize 


You need only put an EverHot in your window— 2. Photographs should not be less than 6x8 nor 


fverblot 


WATER HEATER 


trim it attractively and send in a photograph of the 
display to compete for a substantial prize in the 
great national master plumbers’ contest. You may 
win a valuable prize—you’ll surely win some business. 
Glance at the list of prizes and you will realize that 
the contest is decidedly well worth entering. Here’s 
your opportunity to win an attractive prize—develop 
more business and win greater profits. Send in 
your photographer’s bill along with the photo- 
graph — EverHot will pay it. The time is short 
set up your display early. 


Contest Rules 


1. Contest opens March 15th, 1926, to those who 
have Everhot Heaters in stock prior to 
February 20, 1926——closes May 15th. 





President, Ev 


Company 





FRANK W. ray beet pg snd Ae 
t Heater S 


larger than 8x10. 


3. None but master plumbers in United States 
eligible. 


4. Photographs not to be mounted. Send print 
only. 


Put name and address on back of photograph. 


6. Enter as many photographs as you wish, as long 
as each is a different window display. 


Prizes will be awarded and announcement made 
before June 10th, 1926. 


EverHot Heater Co. 


§211 Wesson Avenue — Detroit 
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Ric - wil Base 
Drain «install- 
ed, It ts sim- 
ply set in place 
on graded 
trench bottom. 
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The Homeopathic Hospital Group, Rochester, N. Y.. 
4000 ft. through Ricewil Conduit. 


j Ai a labor cost 
| of 45¢ per foot! 


HE labor cost of installing a 4,000 ft. job of Ric-wiL 
Underground Conduit, Type DF, in Rochester, 
oN . Y., early last Fall averaged 45 cents per foot. This 
included all work on Ric-wiL materials—installing 
base drain, placing broken stone, installing conduit, 
pipe supports and insulation —an excellent example of 
what we mean by Ric-wiL economy. 


heated by steam brought 











Here are some interesting facts about the job: 


1200 ft. of 6-in. steam pipe in 15-in. 1400 ibs. of steam delivered per 
Type DF Conduit. minute. 
2800 ft. of 4-in. steam pipe in 12-in. Average trench depth 4 ft. 


Type DF Conduit. 
Initial steam pressure 375 lbs. 
Final pressure at hospital 80 Ibs. Labor at 65 cents per hour. 
Final steam velocity 30,000 ft. per Total, labor cost, $1800 
minute. Weather, rather adverse, rain. 


2 gangs of 7 men each, 2 foremen. 


This is a typical case. Contractors installing Ric-wiL 
find that it goes in so smoothly and quickly that they 
can bid to get more jobs and still make better profits. 


Write for the new RIC-WIL catalog. And be sure to 
get the RIC-WIL estimate on the next job you figure. 








THE RIC-WIL COMPANY, CLEVELAND, OHIO 


e Riciiwil 








Lens n St. Steam Plant 
to cw sgl Gas 


“= YNDERGROUND CONDUIT 
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are a Rich Water Plant Market 


N the outskirts of city and town 

just beyond the water main -—— are 
many homes. They are close enough to the 
city to know the convenience of running 
water. They want the modern kitchen, 
bathroom, laundry that go with ‘‘faucet 
service.” They are a rich, profitable 
market for the Fairbanks-Morse Home 
Water Plant. Many are being sold to 
these homes. Many more can be sold. 


Why Fairbanks-Morse? There are 
many reasons. (1) You know the ‘“‘quali- 
ty-standard” of all Fairbanks-Morse pro- 
ducts. (2) The public — the people you 
sell also know and respect these same 
things. (3) The Fairbanks-Morse Home 
Water Plant is the product of specialists. 
We have studied, planned‘ and installed 
hundreds of municipal water service plants 
in cities and towns. 


(4) Fairbanks-Morse Pumps are inter- 


nationally famous — and the pump is the 
heart of a water plant. 


(5) We have built Home Water Plants 
for many years. Thousands are in use 
today — giving dependable, trouble free 
service at lowest cost. Read some of the 
features of these plants to the right. 


The Fairbanks-Morse dealer proposi- 
tion includes a name that the public 
knows and respects — a firm that you 
know will back you up — a product of 
proved quality — prices that are reason- 
able — carefully planned selling co- 
operation that helps build your profits 
and prestige. 


The “fringe market’’ adjacent to city 
and town is rich in water plant possi- 
bilities. Let us tell you how you can turn 
it into profit. Mail coupon for details and 
our 32-page Home Water Service Book. 


Homes Beyond the Water Main 





Fs 





Features: 


It’s Automat ic 
Starts and stops auto- 
matically by tank pres- 
sure. 


Simplicity—No com- 
plicated mechanism. 


Noiseless — Gearless 
and perfectly balanced. 


Bearings—Extra long 
bronze bearings and 
ground steel_= shaft 
minimize friction. 


Motor—60-cycle 
motor furnished as 
standard. Other types 
of motors furnished to 
order. 


Self-Oiling— Positive 


‘ 


lubrication by self 
oiling system. 
Leak-Proof—Water 
cannot enter crank- 
case to interfere with 
lubrication. 


FAIRBANKS, 


MORSE & CO. 
MANUFACTURERS : 


CHICAGO, U. S. A. 


\ 





Durability—aAll mov- 
ing parts are made of 
bronze except crank 
shaft which is a steel 


forging. giving long 

life and preventing 
8 corrosion. 

Fresh Water Fixture 


Every plant is equip- 


9»HOME WATER PLANTS ay - 


Fairbanks-Morse Products ‘*Every Line a Leader’’ 




















supplied direct with 
out passing through 
pressure tank. 
‘J 
Poco cces esse oes ae ceesee== ~ 


FAIRBANKS, MORSE & CO., Dept. 1-2 

900 S. Wabash Avenue, Chicago, U.S. A. 
Please send me a Free copy of your valuable 
Home Water Service Book and complete details 
of your dealer proposition. 





200-gallons per hour capacity pump, 


60-cycle motor, 35-gallon galvan- 120-gallons per hour capacity pump, 60- MR Ken ant een tae 
ized tank, complete cycle motor, 8-gallon galvanized tank, 
complete MRE ads inceian.s 


‘Sao 


LIST PRICE, F. O. B. FACTORY 


$8,475 


LIST PRICE, F. O. B. FACTORY L Pe ee 
(1531) 
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Our Guarantee 


The Trenton Potteries Company 
makes but one grade of ware—the 





best that we can produce—and sells it: 
at reasonable prices. We sell no 


seconds or culls. 


Our ware 1s guaranteed to be equal in 
quality and durability to any sanitary 
ware made in the world. 


The Te-pe-co Trade Mark is found on | 
all goods manufactured by this com-| 
pany and is your guarantee that you’ 


have received what you paid for. 





THE TRENTON POTTERIES COMPANY 
Trenton, New Jersey, U. S. A. 
NEW YORK BOSTON PHILADELPHIA SAN FRANCISCO 


, 1926 
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Over 20 times 


number of air-cells 


he 









INSULATION 
BRAKE LININGS 
ROOFINGS 
PACKINGS 
CEMENTS 
rime 
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WENTY small closed cells 

aremoreetiicient asa heating- 
pipe insulation than one large 
open cell. 

Johns-Manville Improved As- 
bestocel has over twenty times 
the number of air cells per 3 foot 
section than an equal length of 
ordinary pipe covering. Cross cor- 
rugations running around the 
section break up the lengthwise 
corrugations into small, closed, 
In ordinary pipe 
corrugations 


isolated cells. 
covering the 


JOHNS-MANVILLE Incorporated, 292 


For Canada: Canadian Johns-M 


Branches in 63 Large Cities 


Madison Avenue at 4 Ist St., 


ENGINICI RING 


Asbestocel 


(look for the Red Band) 





extend the entire length of the 
section and are open at the ends. 
Through them air may circulate 
freely. 

Because of this greater number 
of small cells, Improved Asbes- 
tocel saves more heat and more 
coal. And it lasts longer because 
added corrugations give increased 
strength. 

Specify Improvea Asbesfocel. 
You can always identify it by the 
red band at each end of every 
section. 

New York City 


anville C o., Ltd., Toronto 


HNS-MANVILLE 


Improved 
sbestocel 


Y 
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“Fleven Years of 
Uninterrupted Service 
100” Satisfactory”’ 
































On May 5th, 1915, Mr. A. W. Anderson of the Verne Investment 


Co., Seattle, Washington, wrote us: 
“The results obtained from the Pacific Boiler in my apartment building(shown 


above) are considerably more than I expected when I removed the cast iron 
boiler I previously had. My fuel bills with the old boiler were $34 to $40 
per month, 12 months of the year, whereas now I am paying but $19 per 
month — a saving of at least $15, with heat at all times. 


“My janitor now has a great deal more time for other work that previously 
was required for attention to the old boiler. 
“this boiler will pay for itself in less than 12 months”. 


In November 1925, 10 years later, he wrote again as follows: 
“—-the boiler has given continuous, uninterrupted service ever since the 
installation and always has been 100% satisfactory. We never have had to 


spend any money on it in any manner whatsoever. Whenever we are in 
the market for another boiler, we shall consider nothing but the Pacific”. 
Pacific Boilers everywhere are giving this same efficient service. 
Write today for complete information. 


GENERAL BOILERS COMPANY, Waukegan, Illinois 
Branch Offices in Principal Cities 


PACIFIC 


STEEL HEATING BOILERS 
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Lady Plumbers and Custom Made Pipe 


HETHER or not Rome’s plumbing code required it, it was never- 











theless the practice of the plumber to mark the name of his cus- The twontioth in @ series 
tomer together with hisown name on every length of pipe which came out of his a he carly & elopment 
shops. In unearthing the ruins of these old cities today, archaeologists find sompiate Satie 46 Pa 
female names stamped on these pipes verifying the early origin of women in the will be sent on request 


plumbing trade. If those ancient ladies did not actually wipe a joint them 
selves, they were at least in full possession of the business firm that did the job. 


It wasn’t everyone in Rome that could run a private line from the aqueduct 

distribution tank to his own home. Therefore, to insure against somebody 
else tapping in on the exposed line, the water subscriber’s name was placed 
on each length of the pipe. 


The custom of trade marking pipe continues today but for a different reason. 


All Bridgeport Plumrite pipe is marked with the trade mark of the com- e Wwe MAKE i" 
° e ° ° ° ° e rite rass oc 

pany, which is insurance to the installer and buyer of our pipe that its rust- Phono-Electric ContactVire 
Plumrite Brass Pipe 


] i i i i ildi Phono-Hi Strength Vire 

less, leakless character will be maintained as long as the life of the building Tubaiar a Pho 

; ‘ Orv nser Tubes- ar Tubes 

into which it goes. Braces Bronte and Copper Sheets 

; ase,Bronize andCopper Tubes 
} AulaBicycle and Pressvtre Purrpe 


halo Accessories Stampings 
Engravers Copper. Specialties 













crew Machine Producte 


Press-d or DrawnProducte 
i DS|P Or Oiland Grease Gune 





te 





-. 
| PASS Com pany PtH Electric 
BRIDGEPORT - Pain many Se Furnace 

NEW YORK PHILADELPHIA CHICAGO CLEVELAND DETROIT Brass 


@r VW. Ga A 





Member Copper and Brass Research Association and Trade Extension Bureau 
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That's the Excel 
Union —rugged, dur- 
able—a marvel of 
accuracy. Made of 
the finest air refined 
malleable iron, with 
the very best tools 
that money can buy. 














Take an Excel Union in your hands, look it 
over, inspect it and you will see why it’s 
better. 


You'll see it is rugged, accurate construc- 
tion that make the Excel Unions stand up 
for years under grueling conditions. You’ll 
see Briggs standard threads, sharp, clean 
cut the pitch absolutely uniform. 


You wouldn’t see the careful workmanship 
that produces Excel Unions — but if you’d 
test it out, you’d soon find out what a dif- 
ference it makes. 


Then you'd standardize on Excel Unions for 
every job. 


Ask your jobber to show you 
Excel Unions to-day 


Providence Fittings Company 


7 Water Street Boston, Massachusetts 
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NYE 
SOLID DIE 





Improved 
Skip-Tooth Pattern 
Chasers Relieved 
(Backed-Off) 





PATENTED 


Nye 3-Way Armstrong Pattern 
Die Stock 


Holds three sets of No. 2 Armstrong pattern dies 
Standard equipment — '2", 4" and 1” Nye skiptooth 
dies. Any other combination can be furnished on 
request. Net price, $12.35. 





The Nye Jr. 2-Way Stock 


A small, handy tool weighing less than three 
pounds. Cuts }s and %4 threads witha2x 2x %% 
inch solid die. 





Net price, $5.25, complete with '% and ‘4 Nye 
skiptooth dies. 





Nye Thin Knife Blade Cutter W heels 


Nye thin blade cutter wheels are in a class by them- 
selves. They are a national institution just like Mr. 
Huches’ whiskers, Ziegfeld’s Follies or Spearmint 
Gum. Made to fit all standard makes of pipe cutters, 
and guaranteed against breakage in use. 























<= ee 
NYE—the Die Man 
Pipe Tool Maker to the 


American Plumber 
and Steamfitter 


When a man has rheumatism, 


he is a little stiff. 


When a man talks pessimism, 


he is a big... 
Well, anyway, don’t be a killjoy— 
a business buster! 


Be an optimist, 
and you'll have reason to be! 


THE NYE DIE 


is for the man who believes in the 
best and wants the best. 


The man who is after the best busi- 
ness, with the best tools, and the 
best methods. 
The Nye die is the easiest cutting, 
fastest, longest-lived, best pipe 
threading tool on earth. 


And the earth is quite a large place. 


THE NYE TOOL & MACHINE WORKS 
§ 4120-30 Fullerton Avenue CHICAGO, ILLINOIS 
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DEPENDABLE HEAT ALL OVER THE HOUSE WITH ECONOMY 


NOW 
GUARANTEED 
HEATING! 


All the former confusion about boiler 
ratings is cleared away. 

The cast iron radiating surface that 
each Capitol Boiler will heat is now 
guaranteed in writing. 

No longer need the architect base 
his specifications on unsure ratings. 
Never again need the engineer or con- 
tractor lose business because of un- 
fair comparisons of capacities. And 
the builder has the most definite as- 
surance of satisfaction ever given on 
any boiler. 

All are welcoming this forward 
move as the most helpful develop- 
ment in the last decade of heating 
history. It is of vital importance to 
you. May we send you all the facts 
in our new booklet “Guaranteed 
Heating’? 

UNITED STATES RADIATOR CORPORATION 


DETROIT, MICHIGAN 


WAREHOUSE STOCKS AND SERVICE 
IN ALL PRINCIPAL CITIES 


For 36 years, builders of dependable heating equipment 


Capitol 
Boilers 























and 
UNITED STATES 
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INSTALLED NATIONALLY BY ESTABLISHED HEATING AND PLUMBING CONTRACTORS 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


think of himself as having two kinds of prob- 

lems. First he has those which arise in con- 
nection with the installation of heating equipment. 
Second, he ought to give some thought to those which 
affect the whole industry. “Domestic Engineering” has 
always kept these two classes of problems in mind. To 
take care of the problems of installation we have such 
features as The Round Table and the general run of 
heating articles. But in addition to that there are 


kK VERY HEATING CONTRACTOR SHOULD 


| articles like the one entitled “Status of the Oil Burner 


in the Heating Industry,” by Homer R. Linn, in this 
issue. Here the question of the oil burner is considered 
as a problem of the industry; it sets forth what has 
been done by the oil people in trying to supply correct 
fuel, and what the manufacturers of heating equip- 
ment have done in supplying boilers and furnaces 
which will efficiently burn oil. Mr. Linn gives in this 
article the benefits of a number of investigations, and 
brings up once more the important fact that an oil 
burner will not correct the defects of a poorly installed 


; heating system. These, among other points, ought to 
| enter seriously into the consideration which many heat- 





A RE 


anmsore 





ing contractors are giving to the subject of oil burners. 
They are valuable not only in making the decision as 
to whether.or not the contractor will handle oil burn- 
ers, but in furnishing him with facts which will be 
worth much as sales arguments. 


OU MIGHT HAVE BEEN THE BAD BOY OF 

your classes in school, but when the teacher flat- 
tered you in asking you to perform some little service 
for him—or, more particularly, her—you stayed flat- 
tered. In this week’s session of “The Schoolmaster and 
His Class,” the Schoolmaster makes a request which 
we hope the members of the class will endeavor to ful- 
fill. He now has about two hundred and fifty plumb- 
ing codes, but some very important ones are missing 
from his collection. He is asking that members of the 
class be kind enough to forward copies of their local 
plumbing codes so that his discussions of the differences 
iM practice in various parts of the country may be more 


' complete. The class session considers thirty-three draw- 


ings this week. Even if you aren’t a member of the 
class, | hope you read these discussions and check the 
Suggestions which the Schoolmaster makes with the 
drawings submitted. You will find the corrections a 
regular handbook of practice which will be of in- 
estimable value to you when you're out “on the job.” 


You'll find the class even more valuable if you work 
out the problems and submit them. 
ber of a distinguished class, including master plumbers 


You'll be a mem- 


and plumbing inspectors from every section of the 


country. 
ILT MARVELS PREFACES HIS STORY 
of a successful New England concern this week 


with a little talk about conventions. He advises that 


you attend conventions. In addition, he likens these 
merchandising stories to miniature conventions, in 
which you get, in a half-hour’s time, the results 
which some man may have spent thirty years in 
developing. little that. Two 
virtues are usually connected with New England 
people—conservativeness and thoroughness. Milt 
in his story this week concentrates on the thorough- 


Some convention, 


ness with which things are done in the establish- 
ment of which he is writing, in spite of the fact that 
the conservatism of the firm led one of its mem- 
bers to discount what it has done and is doing. Be 
sure to attend Milt’s miniature convention this week. 


ND WHILE WE ARE ON THE SUBJECT 

of conventions, you'll find reports this week of 
the doings of the master plumbers of the sovereign 
states of Nebraska and Ohio. 
portance were discussed at both meetings. 
prenticeship situation was thorgughly gone over and 
the uses and abuses of credit received some careful 
attention. Perhaps right now you have a communica- 
tion from your state secretary calling your attention 
to your own annual state convention. [| think it’s 
worth a little sacrifice to attend the convention. In the 
first place you will come back to your work feeling re- 
freshed by the social contact with old friends in your 
state. Besides that, any man who attends a conven- 
tion with the idea in mind that he’s going to get some 
thing practical out of it will come away with ideas 
worth money to him. As I have said before, take 
your troubles to the convention and leave them there. 
It can be done. The problem you haven't been able 
to solve, some other master will have solved. As a 
preparation for your own state convention, read 
what is being discussed by other associations. 


Your Zdiley 


Subjects of vital im- 
The ap- 
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THE “TOLEDO’’ No. 1A RATCHET THREADER p 
i'm 
na 
— THERE IS NO FINER TOOL BUILT AT ANY PRICE ‘a 
1 
re 
There is no finer threading tool built at any price th 
than this ‘‘TOLEDO”’ No. 1A ratchet pipe threader. ti 
It has for nearly a quarter of century been recog- m. 
nized as the most practical, efficient and desirable lor 
tool on the market for threading these sizes of pipe. ‘ 
It is now fitted with new style taper pins, permitting , 
instant adjustment for cutting over or under-size in‘ 
as well as standard threads. th 
It is built of the finest obtainable materials, con- 7 th: 

structed under the most careful supervision, and i 
will give years of satisfactory service. qu 
at 


Experienced operators who know specify the genu- 
ine ‘‘TOLEDO”’ No. 1A tools for threading 1-inch to fo 
2-inch pipe, as experience has proven to them, that 
they have no equal. 


or 

The net price is but $] 208 op 
f. o. b. Toledo — | sic 
WEST OF ROCKIES, $12.75) fa 





/ 


Insist on the genuine bearing our name and pent- 
This shows the new style taper pins, per- agon trade-mark on the box and brass name plate. 5 
mitting adjustment for cutting any Your jobber can supply you. 
depth threads. J 
If you do not have a copy of the new BUY BY COMPARISON 


*‘TOLEDO” catalog ‘‘H’’ send for one AND YOU’LL BUY A 
today. im ge 
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THE TOLEDO PIPE THREADING MACHINE CO., TOLEDO, O. 
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Resale Price | he referendum vote among 
i F business organizations making 
Legislation up the membership of the 


|} United States Chamber of Commerce on legislation 


permitting the maintenance of resale prices showed a 


}majority in favor of the principle of price mainte 


required for commitment. 





nance, but not a two-thirds majority. And under 


the by-laws of the organization a two-thirds vote is 


that 


the propositions in favor of the resale price legisla 


However, the fact 


tion embodied in the Kelly-Capper bill secured a 
majority instead of two-thirds endorsement has little 


| practical significance, according to the American Fair 


Trade League. This organization feels that it still 


indicates a substantial victory. Aside from the fact 


ithat the Chamber of Commerce's referendum shows 


} that sentiment in business is greatly divided on this 


question, it has not changed the status of the matter 
atall. The Kelly-Capper bill is still before Congress 
for disposition. The plumbing and heating field still 
has bad trade practices which this legislation may 
the to 


opinion and throw this industry's support to the 


or may not cure and now is time form an 


side which stands for the best interests of the manu- 


facturer, jobber, contractor and public. 


Building — 


What’s Ahead 


shortage still exists vary widely, and it is well to 


Views as to the future con- 


struction program and 


whether or not a building 


get in mind the facts of the situation as well as they 


can be understood. Many reputable surveys would 
Mdicate that the 1926 building program will equal 
Or come to that of 1925, 


breaking in its volume, while other opinions have 


close which was record 
it that the high rate of. building activity can not con- 
tinue indefinitely. 

The 
actual need for new living quarters and new. busi- 
ness 


he . , : ; . D4 

basic reasons for building are found in the 
plants, caused growth of population and 
gtowth of business. In the United States such actual 


heeds represent a large total of building every year. 


by 


And because the country is growing, this total is 


sowing every year. Then, too, standards of living 


are advancing and what used to be adequate housing 


no longer satisfies. In other words, there is a de 
mand for building, not alone to satisfy actual wants 
but to satisfy a desire for better things, as well. This 
demand will keep the rate of building activity hig! 
year in and year out. At the same time, these re 


quirements of each current year have been bolstered 
in the past several years by a shortage of all types 
of buildings. Now, it is said, much of this shortage 
is made up and the future must stand on its own feet 
unaided by a carry-over from the past. 

Another large factor in the building situation ts 
the abundance of money and low interest rates. Such 
a condition has existed for some time, and industry, 
in its desire to build for future needs, and specula 
tors, who thrive when money is plentiful, have taken 
advantage of it. However, money lenders are, as a 
rule, careful, and the fact that they have been liberal 


ot 


with building loans has shown that the majority 
Ss ° 


building has been justified. Still, there is much that 
is speculative in the present building situation, some 
construction projects evidently having been started 
more because plenty of money could be borrowed 


It 


fore, significant that many banks are now scrutiniz 


iS, there 


than to satisfy actual building wants 


ing building loans with growing caution. 
influen 


The psychology of the situation alone ts 
tial. 


it is difficult to overcome the feeling that the reactior 


When records are smashed, as they have been 


is close at hand. Of course, the future can not be 
discounted with absolute accuracy The way the 
wind is blowing may change because of some in 
fluence which has not yet made an appearance. The 
few facts here presented, however, have their beat 


ing. In the meantime, there is enough new building 
contemplated and under way to carry the industry 
through the first six months of this year without any 
serious decrease in the rate of building activity 
Good business men are always planning for the fu 


And_ the 


successful 


ture. best foundation in the world for the 


is management of present activities 


future 
That is true, whether the future be generally prosper 
Whatever is ahead in building will cause no 


ous or not. 


trouble to those who make the most of the present. 


os 
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Two good window displays in a New England establishment 


MILT MARVELS writes of 


‘Thoroughness 


’'M A confirmed convention-goer. And when I can’t go 

to a convention because I have to be some place else, 

you may be sure that the report of that convention gets 
a thorough reading. Because I can confidently say that 
I have never attended a convention, whether in person or 
in spirit, that I didn’t learn something of value. Some- 
times a valuable idea comes from discussion on the floor 
of the convention; sometimes it comes from a little chat 
at the breakfast table, at lunch, or at dinner. Sometimes 
it comes from the talk that goes on outside of the con- 
vention hall while everybody is sitting around in the lobby 
or on the mezzanine floor talking about conditions as they 
exist in their home towns. 

You never know just when you’re going to run across 
an idea that will be worth money to you. And I think of 
these week-to-week stories of successful men in our field 
48 miniature conventions where you get, in a condensed 
form and without lengthy speeches, the ideas which have 
gone to build the businesses you have read of in these 
columns. A convention lasts two or three days; a man’s 
experience in business stretches over a span of years, 
and the story which we give to you in a few columns of 


print which may not take over a half-hour’s reading is 
the result of the toiling and thinking of years. 


IDEAS FROM ALL PARTS OF THE COUNTRY 

O I RECOMMEND both forms of convention to you 
My the big state convention where you rub elbows with 
other men in the field, listen to the discussions during the 
meetings and talk with other men outside the meeting, 
and the miniature convention in these columns where you 
find merchandising and management methods as applied 
to individual establishments described and analyzed. 

Perhaps these stories have one advantage—they present 
the methods of men from all parts of the country. You 
come in contact with personalities as widely varied as it 
is possible to find in the states that stretch from eaaf to 
west—from conservative New England, which has its own 
way of doing things, through the Middle West and the 
West where, again, there are other individual differences 
in viewpoint. So you get a broad view from these articles 
of methods in all parts of the country. 

This week we'll talk about a New England plumbing 
and heating establishment—that of Perkins & Curtis, of 
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Auburn, Maine. True to the conservative traditions of his 
ection, I. M. Curtis says, “I don’t believe that we have 
anything original to offer Our policy has always been 


qualit material and workmanship combined with service 
at a reasonable profit to us.” 

However modestly Mr the claims of his 
that 


recognition of 


Curtis may state 


company to successful methods of operating, short 


tatement certainly indicates a funda 


mentals that are not always appreciated And as I pointed 


out recently, it isn’t the frills that count for so much, it’ 
the amount of common sense that is applied to the funda- 
mental principles of good business management that really 
produces the desired results 
There 


originality in 


isn't any use, for instance, in straining after 


merchandising and advertising if the busi 


ness that is produced is not going to contribute its share 


cost of the establishment, as well as to 
which Mr 


a piece of work which does not 


to the overhead 


the “reasonable profit’ of Curtis speaks. To 


make a price on include its 
proper charge for overhead is to make a present of a part 
The 
between in- 


which the business is 


then 


of the capital on operating 


management becomes a race 
bills 


ment receiving a 


process of 
with the manage- 
There 


discounts or 


coming and incoming paynients, 


journeyman’s salary, if that much 


is no opportunity to take advantage of cash 


of conditions favorable to buying The management 


merely becomes a sort of agency for the exchange of 


money, taking what is received from work done and 


paying it out for supplies purchased, with no commission 
for the part played 
GET DOWN TO FUNDAMENTALS 
PIANO MAKE a price on 
reasonable profit is to sacrifice to just that extent the 


the company’s activities 


a job which does not include a 


future growth and expansion of 


So many elements enter into business that these simple 
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lost But r 
the problem of producing and selling to its simplest terms 


fundamentals are sometimes sight of luce 
If it costs a farmer one dollar to raise and market a biushe] 
is ninety cen it 
that he can’t 
bushe of 


of wheat, and all he can get for it 
take a 
afford to 


wheat a year 


economist to tell 
thousand 


doesn't great you 


continue to produce ten 
But in the retail field, either because men 
do not know just what their costs are, or because they 
think that by getting this and that job they are making 
future they 
fundamentally selling 


Obviously such a practice isn’t 


and will get business, lose sight of 


that 
ninety 


friends 
the fact 
wheat at 


they are one dollar 
cents, 
the contractor to add to his equipment 


extend his 


going to enable 
so that he may 


chandising and advertising so that he may widen his circle 


extend his services, or mer- 
of clients 

that the sound 
and heating contractor 
a convention last week. We talking 
tions, and the fact that in his city although, as in so many 
other cities, there had been a building boom, many plumb- 


It seems to me policy is embodied in 


what a plumbing said to me at 


were about condi- 


ing and heating contractors had not shared in the protits 
of the building activities. He said, “I’d rather do twenty 


thousand dollars’ worth of business at a profit, than try 
to handle a hundred thousands dollars’ worth, with all the 
extra work and worry, and make nothing on it-——or even 
make the same amount as I made on the twenty thousand 
volume.” That’s one man’s viewpoint, and with reference 
to handling any business at all at a profit he’s certainly 
in agreement with those who, like Perkins & Curtis, pe 
lieve that they are in business to make a profit. You may 
want a small turnover with a fairly large margin of profit; 
or you for a quicker turnover with a smaller 


margin of profit; but the profit you must have if you are 


may try 


to grow. 


(Continued on Page 69) 














An interior, simple but effective as a sales help 
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of the Ohio State Association; Frank Prior of Akron, retiring 


Left to right: William Fischer of Columbus, new president 
association; H. P. MeGrath of 


president of the State Association; Frank C. Clemens of Dayton, new vice-president of the 
Dayton, chairman of the Dayton general committee; Eb Ellen of Cleveland, secretary and treasurer of the State Association, 
and Charles L. Arting of Mansfield, state director 


hio Does Not Favor Central Office 


Buckeye State Discusses Credit Problems 
and Urges Their Prompt Solution 


N the three weeks following the Illinois state conven Genuine interest was shown at the meetings in the ques 
tion, when support of a permanent office for the Na- tion of credits and Walter Klie, president of the Smith & 
tional Association of Master Plumbers in charge of a Oby Co., Cleveland, 
Ohio master plumbers favor the restriction of unwarranted 


led a discussion which diselosed that 
$15,000 a year executive secretary was reaffirmed, or in 
decided to try and credits by wholesalers 

William Fischer of Columbus was elected president, suc 
S. Prior of Akron Frank C. Clemens, 


case the proposal is rejected, Illinois 
form a sectional association with nearby states, six other 
states have held conventions. Wisconsin, Minnesota and ceeding Frank 
president of the Dayton association, was elected vice-presi 


Ohio have unanimously voted not to endorse the plan. 
David H. Roberts of Cleveland, former nationa\ 


Iowa, West Virginia and Nebraska did not discuss the idea. dent. 
president, and William Haas of Dayton, former state presi 


Ohio made its decision at its thirty-fifth annual conven 
were chosen as delegates at large to the coming na 


tion held in Dayton on February 9, 10 and 11. The state dent, 


board of directors had discussed the suggestion and unani- tional convention at Louisville, Ky Walter Klie and 
mously disapproved it, a position unanimously supported Frank S. Prior were named as alternates Youngstown 
by the delegates. Three former national presidents and was selected as the convention city in 1927 

two former state presidents spoke in opposition to chang- The convention, measured by any standard, was dis 
ing the plan the National Association has always followed tinetly successful The discussions were instructive while 


Three National Past Presidents Attend Ohio Convention 





Vogelpohl, Cin- 
cinnati, Ohio 


D. H. Roberts, Cleveland, A. C. Eynon, Canton, Ohio John J. 


Ohio 
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the Dayton committees had provided thoroughly for every 
detail, including the entertainment features. The attend- 
ance was large, the banquet on the closing night bringing 
together about 550 delegates, members of the women’s 
auxiliary and guests 


DO NOT SUPPORT PERMANENT OFFICE 
HE Illinois plan of having activities of the National 
fro semene of Master Plumbers directed from a per- 
manent office in charge of a paid secretary and attempting 
to provide money to meet the greatly increased expense 
by starting a new magazine, came before the Ohio asso- 
ciation in a special report from the state delegates to the 
last national convention at Portland, Ore. These delegates 
were A. C. Eynon, Canton, former national president, and 

Edward Frank, Cincinnati, former state president. 

This report was considered by the state board of direc- 
tors, by the resolutions committee and then by the dele- 
gates. Unanimous approval was given by each group to 
the recommendation that the National Association con- 
tinue to function along the same lines it has followed 
during the 43 years since it was organized. 

After lodging its unanimous protest against the pro- 
posal, the Ohio resolution calls upon the national board of 
directors to make a thorough study of the cost of in- 
augurating a permanent office and a trade magazine so 
that some assurance of the success and merit of the two 
The board then is 
asked to send its report with its recommendation, whether 
favorable or unfavorable, to each state for approval or 
rejection at its next convention. 

This report by the delegates points out that the Illinois 
resolution presented at Portland made no financial ar- 
rangement or estimate and despite the approval of the 
resolutions committee, was rejected by practically a 2 to 1 


proposed changes can be obtained. 


vote. The resolution as offered by the board of directors, 
follows: 

“It is reported on acceptable authority, that a certain 
state association of master plumbers will endeavor to 
encourage the establishment of a permanent headquarters 
by showing the way to procure an added income to care 
for this greatly increased expense, namely: 

“By the National Association establishing a national 
magazine devoted to the interests of the trade and having 
selling pages for advertising to reap an income—not only 
to support the magazine, but also to furnish a surplus 
of some magnitude to support a permanent headquarters 
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“To both these propositions, we, the Ohio State Asso 
ciation of Master Plumbers. disagree until the prop:-r 
accounting is made of the costs attached thereto, by « 
pert authority and the assured means of additional incon: 
to support it. 

“THEREFORE BE IT RESOLVED: By the Ohio Sta‘: 
Association of Master Plumbers, now in convention asse: 
bled in the City of Dayton, Ohio, Feb. 9, 10 and 11, 1925, 
that we enter this sincere protest against the recommend: 
tion of any such measure or motion to establish a per 
manent headquarters or the issuing of a national ma 
azine whereby one dollar-—more or less, shall be ask: 
for advertising from manufacturers, jobbers or agents 
producing supplies for the plumbing or heating industries 
or in any other manner whatsoever, and 

“BE IT FURTHER RESOLVED: That a copy of thi 
resolution be sent to the National President to be rea: 
before the board of directors as a protest against t! 
establishment of either of the enterprises without fir 
securing all data assuring the membership of the intend: 
ventures as being successful in every department an 
worthy of its existence. 

“BE IT FURTHER RESOLVED: That after all data 
is collected by the national board of directors, the same 
shall be printed and presented with recommendation to 
all state associations to vote upon for adoption or reje: 
tion in their annual state conventions and the acceptance 
or rejection shall be governed in harmony with our 
by-laws.” 

This resolution, reported favorably by the resolutions 
committee with the approval of the board of directors 
was discussed by three former national -presidents and 
two former Ohio state presidents. No delegate spoke in 
favor of the Illinois plan. 

A. C. Eynon, former national president, feels that the 
plan would require the spending of a large amount of 
money to build up a permanent organization with the 
result that the democracy of the National Association 
would be destroyed. He regretted that a vigorous effort 
was made to adopt the plan last year in a convention held 
in the northwestern corner of the country, since many 
states could send only a small delegation, owing to the 
great distance. In addition, advance notice of what would 
be attempted, was sent to some states but not to others 
Many important states thus had only a small, uninstructed 
delegation to act on a fundamental change in the National 
Association’s plan of organization. 
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ANVANULALTAUTTL SAUL 


Part of the convention committee of the Master Plumbers’ Association of Dayton, Ohio.— 
Left to right: Carl F. Spats, business secretary; L. E. Lupton, J. G. Haas, vice-president; 
George A. Schneider, chairman program and registration committee; H. P. McGrath. 
general chairman convention committee; C. M. Ganger, H. 8. Blank, J. E. Barnes, chairman 
educational committee, and W. J. Brinck 
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Second Section 
of the 
Official 

Panorama 
of the 
Ohio 

Delegates 


Mr. Eynon referred to the plan to have a $15,000 a 
year secretary, who he said should be a very intellectual 
man. After three or four years, those who have always 
done the work for the association, would find the secre 
tary entrenched in the position of a dictator. 

Referring to the estimate given at the Illinois con- 
vention of the cost of an association magazine, this in- 
volved, Mr. Eynon felt, a large sum with which to experi- 
ment. He felt that advertisers in such a magazine would 
be contributing to the support of the National Associa- 
tion of Master Plumbers and ‘‘we have never asked men 
outside our association to come in and support us. We 
don’t need that kind of a policy.” 

He felt such a fundamental question should be handled 
through a referendum to all states. No board of directors 
in the history of the association had ever urged the 
change. The Illinois decision to organize a new sectional 
association if the permanent office was not adopted, 
sounded like a threat and is in the direction of ‘tearing 
down the National Association. We should stay demo- 
cratic,”’ said Mr. Eynon, ‘‘and not put some one on the 
throne and thus relieve us of all responsibility for doing 
anything at the conventions of the National Association.” 


NATIONAL ASSOCIATION SHOWS STEADY PROGRESS 

AVID H. ROBERTS of Cleveland, former national 
D president, felt the plan would tend to commercialize 
the association. The change would make the president a 
figurehead. Every national administration, although each 
has had different problems to handle, has shown progress. 
The work requires a great sacrifice of the president, but 
capable men have always been found. The change, he felt 
after eight years’ experience as a national director, would 
be distinctly a downward step. 

John J. Vogelpohl, of Cincinnati, national president last 
year, and now a national director, said the directors had 
approved by one vote, the plan to have a permanent office 
provided the members would finance the greatly increased 
expense. The decision was made so that the question 
could be debated on its merits at the Louisville conven- 
tion next June without becoming entangled in the esti- 
mated costs and profits of a new association magazine. 
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He felt the question should be decided solely from the 
viewpoint of the good of the National Association and 
urged Ohio to take its place in opposition to the change. 


Edward Frank, of Cincinnati and William Haas, of 
Dayton, both former Ohio state presidents, spoke against 
the plan. Mr. Frank did not feel the arrangement could 
be. efficient with a president and a secretary in different 
cities. Mr. Haas felt that as soon as a headquarters city 
was selected, the membership of the National Association 
would begin to dwindle. The members take a more active 
interest in local and state association work, rather than in 
finding any inspiration in reading an association journal 
supported by advertisers. 


CREDIT CONDITIONS SHOULD BE CORRECTED 
ALTER KLIE brought up the question of credits in 
Wo able address which he explained had previously 
been prepared by him for publication by the Heating and 
Piping Contractors National Association. 

“My observations, confirmed by talks with sound con- 
tractors from various parts of the country, and by con- 
ferences with many jobbers and manufacturers, lead me 
to the very definite conclusion that there is no one thing 
that is doing more to undermine the financial stability 
of our contracting business, than the extending of un- 
warranted and undeserved credit to contractors, by the 
jobbers and manufacturers. 

“The assumed safeguard of some mechanics lien laws, 
the unprecedented expansion during war times and the 
resultant temporary success of men engaged in various 
kinds of business, in spite of their lack of business ability 
instead of on account of it, seems to have lulled the job- 
bers and manufacturers into a feeling of security which 
made them very careless in their credit investigations, 
until their customers got into them so deeply that they 
are afraid to force the issue.” 

He pointed out that the majority of the men in any 
business must be successful if the individuals engaged in 
that business are to find it profitable. He felt that manu- 
facturers and wholesalers have been careless in extending 
credit. His remarks attracted a great deal of interest and 

(Continued on Page 40) 
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“How do you keep your 
rooms so comfortable?” 


RE YOU one of the lucky people to 
whom that question is addressed 

people who do not suffer from over- 

heated rooms at one time and rooms that are 

too cold another ? 

Modern heat control devices serve health 

LRN and comfort by maintaining an even tem- 


KEEPS YOU 





| 
perature 


Let us come and look over your heating 

“The Story Plant and recommend changes to give you 
of the Bath” the maximum of comfort at a minimum cost. 

| is univer- 
sally liked 
by adults as 
well as chil- 


(In this space your Name, 


Telephone, and 
| 

dren. Ask 

for a copy Address ) 











Advertising Affects Each One of Us 


NYONE who can read is 
TA knows it or admits it or not 


influenced by advertising—whether he 

No one can escape advertising. Every 
time we open a magazine, or a newspaper, or walk on the street, or ride 
Naturally we 
are affected by it——-it shapes our opinions and our buying. That’s why 
Too many other firms in the 
same line of business are enlisting the great force of advertising on 
their side 


in the street car, we are confronted with advertising. 


no one can really afford not to advertise. 


Use the Advertising Editorials to bring your message before your 
public Only $4.20 for twelve illustrations—take your copy out of the 
paper each week 
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Send out letters! Every letter can be a 


personal messenger, speaking only to those 
who are in need of the product offered by 
the letter. Have your stenographer type out 
a dozen or two of the following letter and 
send it to people whom you know ought to 


be interested. 


J OH N 5 RO W N 


Plumbing Heating 


Two Rivers, N. Y. 
February 20, 1926. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 

Is your home one of those fortunate ones 
where visitors find a comfortable even tem- 
perature—where the family is not exposed to 
extremes of temperature? 

Modern heat control devices serve health 
and comfort by maintaining an even tem- 
perature in the home. Not only is it un- 
healthful to operate a heating plant without 
effective control, it is likewise uneconomic. 
You do not get the full heating value out of 
the fuel you burn. 

Let us come in and look over your heat- 
ing plant. We may be able to suggest 
changes which will give you the maximum 
of comfort at a minimum of cost and effort 
in caring for it. And we are sure that you 
will be interested in the operation of the 
heat control devices which we install. 

Very truly yours, 
JOHN BROWN 


Adlet 


ONE A WEEK—No. 69 


HERE is a certain advantage accruing to 
i po advertising which appears consistently, 
regardless of its size. It will be found that even 
a small advertisement used persistently will 
familiarize people with a company’s name or 
slogan, will popularize its service—will, in fact, 
accomplish the end desired. Generally speak- 
ing, large space would be more effective—but it 
is not necessary to wait until you think you 
ean afford large space. Let the Adlet do the 


a7 


work for you. Use it every week. 





Home Comfort 


You will never know real heating 
comfort until you have installed a mod- 
You will find 
Just telephone us. 


ern heat control system. 
it an economy. 


| 





























Delegates and guests at the seventeenth annual convention of the Nebraska Retail Plumbers’ Association, at Omaha, Nebr. 


Nebraska Discusses Apprenticeship 


J. H. Martig of Omaha 1s unanimous 
choice of convention for presidency 


apprentices was the principal topic discussed at the 

seventeenth annual convention of the Nebraska Re- 
tail Plumbers’ Association, he]Jd in Omaha, February 9th 
and 10th. 

No sooner had the convention been formally opened and 
the usual committees appointed, than the apprenticeship 
question popped up, and from that time until the last 
speech at the banquet Wednesday night, nearly every 
speaker had something to say about the lack and need 
of mechanics. 


GS coprentic of good mechanics and the need of more 


The nominating committee presented for election the 
following men who were unanimously elected: 

President, J. H. Martig, of Omaha; vice-president, C. A. 
Rutherford, of Hastings; treasurer, J. S. Bookstrom, of 
Lincoln; secretary, E. H. Brown, of Omaha. 

The following directors were also elected: Emil Rohlff, 
of Lincoln; A. B. Benson, of Grand Island; C. R. Dodds, 
of Omaha; P. C. Cowgill, of Central City; Henry Kruger, 
of Omaha, and Howard McCray, of Albion 

The selection of the delegate to the National Convention 
will be made by the board of directors, as well as the 
selection of the place of the next annual convention. 


President-elect J. H. Martig, and B. Grunwald, both 
of Omaha, told of the educational work being done and 
the efforts they are making in Omaha to get the right 
kind of boys and give them the proper training. 

Emil Rohlff, who assists in instructing the boys at the 
night school in Lincoln, told of the work being done there, 
and in his address, National Director J. Sheehan of St. 
Louis, Mo., told of the work of the National Apprentice- 
ship committee and what is being accomplished by the 
apprenticeship department of the National Trade Exten- 
sion Bureau. 

Mr. Sheehan in his effort to convince his listeners of the 
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loss of business to the industry through the lack of man 
power, cited cases where plumbing and heating contractors 
could have increased their volume of business last year 
from fifty to two hundred per cent if they could have ob 
tained mechanics to do the work. 

E. H. Orchard, instructor of the Technical High School 
of Omaha, was one of the principal speakers at the Tues 
day afternoon session, and thoroughly explained the 
system of training boys in that school. 

Past National Director Don Holt, of Sioux City, Iowa, 
who acted as toast- 
master at the ban- 
quet, in his parting 
words to the wives 
of the master plumb- 
ers urged them to en- 
courage their boys to 
learn the plumbing 
trade and told them 
to send their boys to 
the Carnegie 
tute of Technology 
where scholarships 
can be earned by 
sons of master 
plumbers. 


Insti- 


The convention was 
one of the best ever 
held by the Nebraska 
State association, and 
a spirit of good fel- 
lowship and 





co-op- 


eration was felt by 
: John H. Martig, Omaha, Nebr., new 
» enterts a 
all. The canaries president of Nebraska Retail Plumb- 


ment committee, ers’ Association 
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composed of E. L. Rodwell, Dan Whitney and R. C. Mer 
ritt, was on the job.at all hours of the day and night to 
see that the delegates and their wives were entertained 

A feature of the convention was the dinner served Tues 
day noon in the banquet room of the Rome Hotel, which 
was the headquarters of the convention. This dinner was 
served to more than a hundred delegates and their wives, 
and all were guests of the local supply houses. The hosts 


were P. J. McMurrough, manager of Wolff Mfg. Corpor- 


ation; M. B. Shea, manager of American Radiator Co.; 
J. B. Rahm, vice-president and manager of U. S. Supply 
Co.; H. J. Bailey, manager, Baker Mfg. Co.; P. V. Rozier, 


manager, U. S. Radiator Corporation; W. T. Cotter, 
H. Evans, manager, Omaha Sanitary 


manager, A. Y. McDonald 


man 
ager, Crane Co.; J. 


Supply Co.; and E. J. Connor, 
Mfg. Co. 

Mr. Cotter introduced the speakers I. D. Wood, pro- 
fessor of the agricultural extension service of the Nebraska 
State University was the principal speaker and told the 
master plumbers of the opportunity they have of selling 
plumbing fixtures to the rural citizens of the state. He 
said that a recent survey showed that out of 127,000 farms 
in the state, 12,000 running water in the 
kitchen, and only 7,629 have bathrooms, while these same 
102,000 automobiles. 


He said that the farmer has been sold the necessity of 


only have 


farmers own and operate 
an automobile, and he told of places where the actual cost 
of carrying water by hired hands amounts to more each 
year than the cost of a modern water supply system, all 
the farmer been idea of water 
supply systems 


because has not sold the 
over to ad- 
National Trade Ex- 
of St. Louis, 
Mo., who is national director for this section. Mr. Sheehan 
detailed report of the of the 
National Association, putting emphasis on the work of the 
He asked the delegates to be 
and state or- 
to take an 


session 
of the 
Sheehan, Jr., 


morning’s was given 
Wilson, 


sureau, and Jeremiah 


Wednesday 
dresses by George H. 
tension 
gave a various committees 
apprenticeship committee 


regular in their attendance at their local 


ganization meetings, and advised them active 


part in every meeting. 

He invited them to attend the next national convention, 
which is to be held at Louisville, and in closing extended 
National President H. E. Longley. 

The Wednesday afternoon session saw the close of the 
convention. Reports were given by the following: 

Auditing Committee: John H. Martig, R. C. Merritt and 
H. Wing, 2ll of Omaha; P. W. Hart, of Lincoln. 

Resolution Committee: A. Weyant, of Lincoln; G. G 
Rydberg, of Omaha, and Emil Rohlff, of Lincoln. 

Membership Committee: Dan Whitney, of Omaha; Henry 


Kruger, of Omaha, and Roy O’Brien, of Lincoln. 


greetings from 
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Top picture, left to right: C. R. Dodds, E. H. Orchard, in- 

structor of plumbing at Technical high school, and Clifford 

Whitney, all of Omaha.—Middle picture: E. L. Rodwell, D. 

Whitney, R. C. Merritt, entertainment committee, Omaha, and 

G. G. Rydberg.—Lower picture: John Morrisey, Frank Morris 
and W. J. Cattin, all of Omaha 


Nominating Committee: John Anderson, of Omaha; Otto 
Newberg, of Lincoln, and C. Rutherford, of Hastings. 

The report of the auditing was favorable 
Two resolutions of national importance were presented and 
adopted. One approving the plan to ‘“‘make a wholesaler 
a wholesaler’ and the other approving the standardized 
loose-leaf catalog for master plumbers, both of which 
resolutions were passed at the last National convention. 

Don Holt, of Sioux City, Iowa, the invited guest of the 
convention, closed the meeting with a very interesting ad 
dress, the subject of which was ‘‘You.’”’ He started with 
two questions, ‘‘Did You do as well last year as you had 
hoped to?” and ‘“‘How are You going to better your con- 
ditions?” and in the familiar Don Holt fashion talked 
for twenty minutes, advising the men to work for a bigger 
and better organization. Among other things he said 
“Fight for everything in the industry that belongs to you,’ 
but don’t fight with your competitor. Work with him and 
he will help you win. 


committee 





Left to right: 
president of state association; B. Grunwald, Omaha, Jere Sheehan, Jr., National Director, St. Louis, Mo., and Don Holt, Sioux 
City, Iowa 


Howard McCray, of Albion, Nebr., retiring state president; C. A. 


Rutherford, of Hastings, Nebr., new vice 
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Status of the Oil Burner in the 
Heating Industry 


By HOMER R. LINN 


seems appropriate to review briefly the more recent 

history of the heating industry. I never tired of hear- 
ing my father tell of gathering the pine knots and of 
bringing in the back log for the fireplace when he was a 
boy in the old home in Pennsylvania, nor of my grand- 
mother’s stories of how her father gathered the peat with 
which to heat the home. While there are still homes 
heated in this way, yet in light of the progress made in 
heating since then, the average householder would feel it 
was a hardship if compelled to heat his home in such a 
manner even for a short time. 


[° making a study of the status of the oil burner, it 


ONCE LUXURIES—NOW NECESSITIES 

E are living in a more ddvanced age and demand 

more comforts, things which but a short time ago 
would have been considered luxuries are today necessi- 
ties. We find the three things necessary to turn a house 
into a sanitary, comfortable residence are heating, plumb- 
ing, and lighting. If you slight any one of these, you 
will fall just that far short of a perfect residence. The 
more harmoniously these three can be made to function 
the greater the chances for a happy home in the residence. 

The fireplace was inefficient in regard to the use of 
fuel, as the useful heat was almost wholly radiant so that 
it did not heat the air in the room except as it warmed 
the objects on which it shone. After these were all more 
or less warmed they set up air currents which did slightly 
raise the temperature in the room. Fireplaces were then 
superseded by stoves. 

With the advent of the stove another element of heating 
was introduced. Not only was there radiant heat due to 
the reflected rays from the stove, but there was heat by 
convection, due to the rising currents of air passing over 
the heated surface of the stove. In this way a circulation 
was set up so that the air in the room finally became fairly 
warm by convection. Then began an evolution of the 
stove. The first was designed to burn large chunks of 
wood, but this was soon followed by the coal stoves, both 
surface burning and magazine feed anthracite base burn- 
ers. Inasmuch as it required a stove in each room to 
uniformly heat a house, they were almost as dirty as the 
fireplace. 

The next development was the introduction of the warm 
air furnace. It is really a stove with a sheet iron casing 
around it but is installed in the basement and therefore 
removes the dirt of firing and cleaning from the living 
rooms. The idea of a warm air furnace is to heat the 
room by air which is heated by convection as it passes 
between the casing and the hot iron of the stove. 

Then followed the hot water heating system which heats 
the house by means of radiators placed in each room 
through which the hot water circulates. Next came the 
steam and later vapor systems. 





Paper read by Mr. Linn before the 6th annual meeting of 
the American Petroleum Institute, Biltmore Hotel, Los 
Angeles, California, January 21, 1926. 


The fuel used in the warm air furnaces, the hot water 
boiler, and the steam boiler has, in most sections of the 
country, been anthracite coal, coke, and bituminous coal. 
Anthracite coal is the more desirable of these, because it 
is cleaner and holds the fire longer, thereby lengthening 
the firing and attention periods. While coke is a clean 
fuel to burn, it has the undesirable feature of being so 
light that it is almost impossible to get sufficient pounds 
of fuel in the ordinary heating boiler to give a reasonable 
firing period. Bituminous coal being very dirty causes 
a great deal of dust to be deposited throughout the house. 
It also requires more frequent attention than anthracite. 

In some localities gas has been used successfully for 
house heating. 


HEAT WITH OIL BURNERS 

EVERAL years ago some rather interesting experi- 
S ments were tried in heating homes with oil burners 
here in California. These experiments were not at the 
start wholly successful in that the method of burning 
oil in a low pressure heating boiler is a different problem 
from burning oil in a boiler for power purposes. Oil 
had been successfully used previous to that time in con- 
nection with high pressure power plants where steam 
pressure was available for atomizing the oil. This of 
course was not possible in the low pressure heating in- 
stallations. 

Domestic oil burners are usually classed in two general 
divisions of vaporizing and atomizing. Vaporizing burners 
employ heat in some form to vaporize the oil properly 
before it is mixed with the air to form combustion. Atom- 
izing burners usually break up the oil into a mist or vapor 
by means of violently agitating the oil—some using a cen- 
trifugal motion, others using compressed air, while others 
pump the oil through restricted orifices at a high velocity. 
In any case the object sought is the same, that is, of having 
the particles of oil so thoroughly broken up that it is easy 
to surround each small particle with the proper amount of 
air to furnish the necessary oxygen to completely burn the 
oil to carbon dioxide. B 


PROBLEMS TO BE SOLVED 


HE growth of the oil burner in domestic heating has 
hes fraught with many difficulties, in that the manu- 
facturer not only had to solve the problem of correctly 
burning the oil, but had to make a burner which would 
handle oil of different grades. He also had to make a 
burner that would do all of this in a boiler or warm air 
furnace that had been designed to burn solid fuel. It is 
apparent that his problem was not his own. In other 
words, he was at the mercy of the man who furnished his 
fuel as well as the man who furnished his heating boiler or 
furnace. It speaks volumes of praise to the successful oil 
burner designer, because he has been able to meet and 
solve these perplexing difficulties. 

We are all looking, nowadays, for new devices to help 
(Continued on Page 45) 
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The 


Schoolmastefen His Class 


EFORE starting operations on the problem that we 


have for consideration at this session, we want to 
lay before the Class a matter in which many of you 

ean render valuable assistance 

fact that 


we are undertaking for ‘“‘Domestic Engineering,’’ the col- 


In a very recent article, we mentioned the 


lection and tabulation of all important facts and features 
of plumbing practice of the United States and Canada, as 
laid down in the plumbing codes of those two countries. 


As you may or may not know, today many towns of 


3,000 in- 
We have 


been able thus far to obtain about 250 of these codes, but 


very moderate size, even as small as 2,500 or 


habitants, have their own set of plumbing laws 


of course we realize that there are as many more which 


we have as yet been unable to secure. 


The more complete our collection of plumbing codes, the 
more complete will be our tabulations. These tabulations, 


by the way, seem to us of very great importance,—they 


are going to set before the plumbing trade the tremendous 
differences that exist in plumbing practice as between the 
various cities and towns, and we hope that they are going 
to do their bit in emphasizing the need of a universal 
plumbing code, 

and perhaps help . 


to point out the I sit 
that [-- = 


should be con 


things 


sidered and give 


information that 


whose codes we have, attached. To that list «re 
now to be added Joliet, Ill., Kansas City, Mo., Maplewood, 
Noud.; Knoxville, Tenn., and Roanoke, Va. 

You 
our list, including such large places as Boston and Cam- 
bridge, Mass., Newark, Camden and Trenton, N. J., Al- 
and Troy, N. Y., Akron and Dayton, Ohio, Erie, 
Pittsburgh and Reading, Pa., etc. 

Now then, we are asking every loyal member of the 
Class who lives in a city or town not on our list, to see 


states 


So. Orange, N. J., 


will see that a great many cities are not yet on 


bany 


to it personally, that the local plumbing code is sent to 
“Domestic Engineering.” 

If your town has no code, please get that information 
to us, for it is important information, inasmuch as one of 
our tables is going to show what cities and towns have or 
have not municipal plumbing codes. 

Here's hoping that this appeal gets under your skin. 


THIRTY-THREE OUT OF SEVERAL HUNDRED CLASS 
MEMBERS PRESENT SOLUTIONS 


’ yow for the drawing problem of November 28, page 
N 25. The following have sent us corrected drawings: 
Fig. 1.—W. H. 
8 Finlay, Hastings- 
on-Hudson, N. Y. 
fo Fig. 2.—Roscoe 
Stone, Warrens- 

burg, N. Y. 
Fig. 3.—Ernest 
Ellis, Wichita, 


7 
Bs 
9 





will be valuable 

in reaching def 

inite decisions 
The 


of the Class now 


members 


number up in 
the hundreds, 
and they hail 
from every cor 


ner of the coun 


Kans. 

Fig. 4.- 
Foster, Santa Cruz, 
Calif. 

Pig. 5 — E 
La Fray, Detroit, 
Mich. 

Fig. 6.—Charles 
Blaeser, College 
Point, L. I., N. Y. 

Fig. 7.—Everett 
R.. Slocum, Bel- 
mar, N. J. 


Geo. E 











try. It has oc 
curred to the 
Schoolmaster 
that an appeal 

for help to the 

Class ought to 17 


produce 

16 
Proposing 
the following: LI 


results 
Therefore, we are 


7” Who 
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on F424 


Fig. 8.— Anton 
Ploshko, Jr., Osh 
kosh, Wis. 
Fig. 9.—Dennis 
V. Murphy, Fall 
tiver, Mass. 
23 Fig. 10.—Pat 
Lake, Utica, N. Y. 
Fig. 11.—John 
25 Spudick, Green 
Lake, Wis. 


YY Fig. 12.—A. Nag- 


rodsky, Brooklyn, 








In the Nov. 14 
issue of ‘“‘Domes- 
tic Engineering,” 
pages 24 and 25, 
you will find our 
present collection 
of city and state 
plumbing 
illustrated, 


codes 
with 
a list of cities 


and towns and 


NM, %. 
Fig. 
Coen, 
Ohio. 
Fig. 14.-—G. Ww. 
Broomfield, Brant- 
ford, Ont., Can 
Fig. 15.—T 
Fitzpatrick, I 
Angeles, Calif 


13.—R. A. 
Dayton, 


31 32 33 


i 





24 35 36 


Fig. 16.—F 
| } | | Cc. Speich, Tac« 
Wash. 
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Phere must bea good deal of sat- 


s isfaction 1 in installing the highest 


= puamty closet tank fittings. It is 


cf -bomforting. to know that you 


“shave made a real friend of your 


| ustomer and that the combina- 


ings 


tion you have sold him will give 


=| him years of faithful service. 


.. Probably this is the reason why 


“ M-VB Closet Tank Fittings now 
"pre so widely favored. Made by 








orency-Van Buren Mfg. Div., 
turgis, Mich. Distributed by 


si i he American Pin Co., Division Scovill Mfg. Co., Waterbury, Conn. 
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Like the rest of the Speakman line of 
showers, bath and lavatory fixtures 


—The SPEAKMAN Sink Fixture makes an immediate appeal to the eye. 
And from a utility angle, everything has been incorporated! Soap dish is 
large size and extra heavy—on a stud instead of prongs and is easily remov- 
able. Plenty of space between the soap dish and handles. A ball on the 
short end of handle, makes it easy to grasp and turn. Has integral stops 
eliminating controlling stops on supplies. 

This sink fixture is not high-priced. SPEAKMAN Sink Fixtures come 
with and without hose and spray head, and with and without soap dish. 
Made with both male and female connections. 

We'll be glad to send folders for customers on SPEAKMAN Sink Fixtures 
—imprinted with your name if you like. 


SPEAKMAN COMPANY 


WILMINGTON, DELAWARE 


and FIXTURES 


February 20, 1926 


SPEAKMAN SHOWERS 
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Fig. 1 Fig. 2 
Fig. 17. — W.Rohde, Somona, Calif. 
Fig. 18.—F. March, Manhasset, L. I., N. Y. 
Fig. 19.—J. Frank Lonas, Knoxville, Tenn. 
Fig. 20.—Walter Biegel, Rochester, Minn. 
Fig. 21.—Louis Liess, Union City, N. J. 
Fig. 22.—M. F. Waldron, Harrisburg, Pa. 
Fig. 23.—Alfred T. Walter, Milwaukee, Wis 
Fig. 24.—F. A. K., Grenada, Miss. 
Fig. 25.—Jack O'Brian, Roundup, Mont. 
Fig. 26—Geo. E, Hardin, Humboldt, Kans. 
Fig. 27.—Walter H. Smith, Wilmington, Del. 
Fig. 28.—Willie Montgomery, Bartlesville, Okla 
Fig. 29.—Bob Padula, Albany, N. Y. 
Fig. 30.—H. B. Paggio, Port Arthur, Tex. 
Fig. 31.—G. Chierici, Napa, Calif. 
Fig. 32.—John W. Krauss, Jr., Baltimore, Md. 


Fig. 33.—Anton Ploshko, Jr., Oshkosh, Wis. 

Eighteen states are represented at this session of the 
New York has the biggest delegation, 7, and Wis- 
consin comes next with 4. 

In every batch of corrected drawings that we deal with, 
we find a certain few very common errors repeated over 
and over, and rather than to make our discussions mo- 
notonous, we will cover them ‘‘at one shot,’’—as follows: 

Figs. 2, 6, 11, 12, 13, 14, 16 and 23 show crown vents, 
whereas continuous vents are much to be preferred. 

Figs. 2, 3, 6, 12, 17, 28 and 30 show the use of square 
bends at the foot of water closet vents, whereas they 
should pitch as sharply as possible into the bend in order 
to drain properly. 

Another common error is to vent a top floor fixture 
which is located close to its stack. While this cannot be 


Class. 


classed as wrong, it entails an unnecessary expense, and 
gives nothing back, for when connected directly to the 
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Fig. 3 Fig. 4 
stack, such fixtures are splendidly vented by the roof 


extension of the stack. This practice is found in Figs. 13, 


14, 15, 16, 18 and 30 
E 


W are not 


that the instruction given on these points has sunk in and 


THE CLASS IS LEARNING RAPIDLY 


that these 
formerly, 


glad indeed to note errors 


nearly 


are very 


as numerous as showing 
proved beneficial. 
The discussion 
Fig. 1.—In 


location of bath 


follows: 


this problem we allowed any change in 


room fixtures desired This drawing is 
the only one submitted taking advantage of this feature 
28 and 29 might be connected double to advantage. The 
urinals are vented from the wrong side of the traps. Ex- 
cept for these two points we have no criticism, and think 
the layout well thought out. ; 

Fig. 2.—There would be less expense in installing 1 and 
2, also 28 and 29, same as in Fig. 1. Locating the refrig- 
erator stack as shown, involves long flat branches to the 
refrigerators. We presume this was done to bring all the 
vertical lines together; 
ing fountain stack, which is ordinarily a good idea. 
22 and 23 below the fixtures means 
fixture flow through the 
into the main vent. The vents should rise above the fix 
ture. For like reason, the circuit vent serving 28, 29 
and 30 should rise above these fixtures before connecting 
into the vent stack. 
We think 30 should have a separate vent. 


likewise in the case of the drink 
Con 
nection of the vents of 
that waste each vent 


from can 
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The same defect is noted in 15 vent. 
The bath traps 
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Fig. 8 
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Fig. 9 Fig. 10 
efficiently served by the circuit vent, than the trap of 30, 
which is above the floor. The stack which serves 8 and 
15 is marked ‘‘4-inch,”’ whereas 2-inch is ample. 

Fig. 3 21 appears to have no vent This fixture and 
16 enter the heel of a closet bend, whereas it is much 
better to make the connection on the horizontal leg, or 
into a side opening We note the use of several wet 
vents, which we feel is O.K. under the circumstances It 
would seem preferable to run a separate stack to handle 
6, 7, 8, 13, 14 and 15, and the fixtures lower down, rather 
than to carry two horizontal lines across the house. The 
refrigerators should be trapped. 

Fig. 4 The refrigerators should be trapped, but not 
connect directly into the drainage system, but through an 
indirect connection, as in Figs. 3, 5, ete. 28 and 29 might 
better be connected double, as they are in Fig. 5. It 
seems to us that a more systematic and less expensive 
layout for 6, 7, &, 13, 14 and 15 could be arranged, and 
suggest comparison with other layouts. 

Fig. 5 There is but little criticism to make concern- 
ing this drawing. It would be better to connect 10 and 11 


into a fitting on the stack than into the water closet vent 


under these particular conditions. 


Fig. 6 The refrigerator stack should pass through 
the roof, and the refrigerators should be trapped. 17 is 
not vented Probably it is felt that both 16 and 17 are 
vented by the common vent that is connected between 
them. As a matter of fact, our opinion is that 16 is 
vented poorly, and 17 not at all. This is true also of 
29. 6, 13 and 30 should be separately trapped and vented, 

laundry tubs, it seems to us, should receive the best of 



































Fig. 14 
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Fig. 11 
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attention. The venting for 35 and 36 is such that 
discharge from one fixture can pass through the vent 
the other. The connect 
below the top of the water closets. 

Fig. 7.-—The refrigerators are connected directly to the 
drainage they should always have an 
indirect It difficult tell whether 
of the O.K. or not, as no sizes are 
For instance, 9 would not be effectively vented unless 10 
16 and 21 not well vented 
unless it is intended to show P traps in connection with 
them. 27 is not vented. 31, 32 33 are not vented. 

Fig. 8.—The venting of this drawing is difficult to pass 
upon, as no pipe sizes are shown. It much 
better to run stacks up wherever required, rather than to 
run lines clear across the building. 
ordinary building it 
horizontal 
vent stack. 


the 
of 


two vents should not together 


system, whereas 


connection. is to some 


wet vents are given 


has a 2-inch connection; are 


and 
would seem 


circuit vent In an 
is not the easiest thing to run such 
The stack the extreme right 
That being so, why should not the third floor 


circuit vent connect to it, rather than to rise to the top 


lines. at is a 


floor and take in that circuit vent also? As now con 
nected, it would be possible for waste to flow into th: 


vertical vent line, from some of the top floor fixtures 
Fig. 9.—18 and 20 are properly vented only if the vent 

extension is 2-inch or larger. Likewise, 31 to 36 should 
We note several wet 

We find little to really criticize 


extension. vents 
us O.K. 


in this drawing. 


have a 3-inch 


which seem to 


Fig. 10.—Refrigerators should be trapped. It would 
be better to run the main vent for the left hand stack 


its length, as in the case of the other stack 


throughout 















































Fig. 15 
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—_ Tue plumber and the jobber who have not exploited the Sales 
ay possibilities of a good Spray-white seat at a low price have an 
—_ agreeable experience still ahead of them. The ‘“‘Heap-Star’’ Seat 
staal | in Super-White Finish is an unusually good Spray-white seat. The 

| white lacquer used is very tough and reliable and is polished to a 

| uniformly smooth and brilliant surface resembling the sheet 
covered seat. We know from our own sales that the demand 
La for these seats from house-wives is enormous. Are you selling 
your share? 
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An Open Letter tothe Plumbing Trade 


on meee than 70 years the name of WOLFF 


Ca has been identified with plumbing products of 

fei) the finest quality. 
Use this booklet to Our recently remodeled plant — with its huge iron 
increase your profits. foundries, completely equipped brass shop, new 
enameling plant, testing departments and display 


Send for your allot- ; : : 
aie. rooms — contains the latest mechanical equip- 


ment, manned by a picked force of skilled crafts- 
men, many of whom have been in our employ for 
forty years. 


These outstanding facilities enable us to offer a 
comprehensive line of high-grade plumbing prod- 
ucts at prices which make their use profitable to 
the owner and to the dealer — for they meet every 
requirement for special jobs. 


THE WOLFF MANUFACTURING CORPORATION 
“Quality Plumbing since 1855”’ 
CHICAGO, ILLINOIS 
Branches and distributors in all principal cities 


WOLFF 


PLUMBING FIXTURES 
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The work otherwise is well laid out. We note several 
wet vents, and they are used correctly, according to our 
judgment. 

Fig. 11.—There is considerable that is wrong in this 


drawing, and in our opinion it would be a fine thing to 
study closely the other drawings, in order to see where 
improvement can be made. Both vent stacks should rise 
above the top fixtures. The refrigerators should have 
indirect rather than direct waste connections. 22 and 23 
are not vented. 21 wastes into the vent stack. 31, 32 
and 33 do not appear to be vented. We do not under 
stand the use of the pipe which runs under the fixtures 
31 to 36, connecting horizontally between the two vent 
stacks. 8 and 15 should have P traps. 6 and 13 are 
poorly vented. 

Fig. 12.—The refrigerators are directly connected to 
the drainage system, which is wrong,—they should be 
indirectly connected. 3 and 4 should connect directly 
into the stack; they would then be most excellently vented 
by the stack, thus saving the expense of the separate vent. 
30 should have its own separate trap. 


SOME GOOD DRAWINGS 


IG. 13.—This drawing is well 
criticize. The bathtubs have 
should be continuous vents if possible. 


done, and little to 
crown vents, which 
A better method 


of discharging the refrigerators is into a cellar drain. 
Although lawful to discharge into an open fixture, it of 
course makes a nuisance of that particular fixture. 

Fig. 14.—1 and 2 should be double connected, as in 
8, being a top floor fixture, 


Fig. 13, likewise 22 and 23. 
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Vig. 20 
close to its stack, requires no vent, as the roof extension 


is ample vent 

Fig. 15.—The refrigerators should be trapped. It 
to us that the stack and 4 
superfluous, inasmuch as the fixtures venting into it might 


seems 


vent into which 3 vent, is 


at less cost, connect otherwise. 

Fig. 16.—1 
22 and 23. Neither 3 nor 4 need be vented, for they are 
perfectly vented through the 
vented. It unnecessary to 
for both laundry tubs and sinks 

Fig. 17.—There little 
concerning this drawing. A saving could have been made 
by connecting 28 possibly 29, into the foot of the 
main vent stack. It seems better to us to discharge a 
line of refrigerators to a cellar drain or into a special 
sink than a sink in use, for it necessarily 
makes a ‘‘mess”’ of the latter. 

Fig. 18.—The refrigerators should be trapped. 
29 should have been connected into the foot of the main 
vent stack,—they would then have required no separate 
and 8 should have been connected to the stack 
then required no vents. 


and 2 should be double-connected, same as 


extension. 11 is not 
stack 


roof 


seems have a separate 


is very real criticism to make 


and 


into regular 


28 and 


vents. 7 


with P traps, and 
This connection appears in Fig. 17. 


would have 

Fig. 19.—This is another drawing in which there is not 
much that really deserves criticism, although there 
some features that not all plumbing codes would allow. 
There are several wet vents, but in each case they are of 
such character as to be O.K., as we look at it. The con- 
nection of the laundry tubs, sinks and drinking fountains 
is a bit unusual. The sinks, however, waste into a 4-inch 


are 

















| 
t 
| 
} 
4 
| ie } 
f } { = 
ASS } is Lag 
W | nex | 
a) "7 } } 
| | | | 
| | 
Al 
f | ' 
} | | | 
eet |iror h J 
{7} | Tl] th 
Ch pF ‘a a 
| | | | 
a 
| | 
——T—~! , | 
| oe | 5 | 
P| a +-J \ y 
“Aer ars 
eo 
i 
}_t] eed | 
| OAL, atirmmm| (7 | 
r het | I v ae 
4 Ye. | 5 





February 2 1926 


36 DOMESTIC 


ENGINEERING 


‘ Broached Stem and Handle Allowing 
Sixteen Adjustments. 
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Heavy Stem of Clow Composition 
Tested to Tortional Stress of 58 Foot- 
Pounds. 
















Stuffing Box Cap Designed For Good 
Appearance Allows Ample Space For 
Special Wire Inserted Asbestos - Packing. , 
Graphite Packing. he. 
Full Size Encased Red Fibre Washer. 
Especially Adapted to Hot Water Serv- 


Rawhide lop Washer Assures 
, ice. 


Tight Joint. 
Brass Retaining Ring. 





Special Threads Which Give —_ 
Ample Flow of Water on One 
Quarter Turn. All Fixtures Per- 


mit One Full Turn if Desired. 
> a 


a 
a 


Extra Large Opening 
Allowing Full Flow 
of Water. 





Heavy Raised Seat Per- 
mitting Regrinding. 


Heavy Shank with Large 
Flats on Hexagon. 


Announcing the New “Triumph” 
Line of Compression Brass 


Interchangeable and standardized to cut the plumber’s 
inventory—of typical Clow quality—and at popular prices 






Non-Splashing Noz- 
zie. 





LOW is now producing a new and com- 
plete line of compression brass plumbing 
trimmings. 


Before production was begun every part go- 
ing into each trim was put through all conceiva- 
ble tests, under conditions copied from those 
that it will meet in service. 


For instance, faucets were open and closed, 
under water pressure, more than 200,000 times. 


Wear on the parts was measured by microm-., 


eters — and on the results designs and materials 
were selected. 


In addition, the parts of the various trims have 
been standardized to such an extent that, in the 
main, they are interchangeable. The plumber 
can carry much smaller stocks of such parts and 
at the same time service his customers better. 


And the entire line is listed at popular prices. 


Send forcomplete information onthe new Triumph 
line before you stock up for this year’s business. 


JAMES B. CLOW & SONS, 201-299 N. Talman Ave., CHICAGO 
FOR EXACTING 


PREFERRED 


PLUMBING SINCE 1878 
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Fig. 25 


stack, and the other two fixtures into a 3-inch stack, and 
we think there is entire freedom from danger of siphonage 
and there can therefore be no criticism for lack of venting. 

Fig. 20.—This drawing is unusually well done, and we 
have little in the line of suggestion, to offer. 9 is vented 
correctly only in case the connections for 10 are 2-inch. 
The disposal of the waste from the drinking fountains is 
made differently from that shown on any of the other 
drawings, but it is clean water and there can be no objec- 
tion on that score. 

Fig. 21.—This work is excellent, and we find practically 
nothing to criticize. It seems to us better practice to 
provide a special refrigerator drip sink, rather than to 
drip into a sink in common use. 

Fig. 22.—The refrigerators should be trapped. 14 and 
15 might well be connected double, as 22 and 23 are. 
The work is very well done. 

Fig. 23.—This is one of the best drawings that have 
been submitted on this problem. It is according to or- 
thodox methods, and on that basis is free from criticism. 

Fig. 24.—4 should be vented. We would not expect to 
refrigerator stack offset through three floors,—the 
offset would be taken more as in Fig. 1. Quite a little 
freedom has been used in the use of wet vents, and we 
are inclined to feel that the use of them is O.K. for the 
most part. We would prefer a 3-inch stack to the 2-inch 
which acts as a vent for the three basement water closets 
The stack for the 


see ;¢ 


and as a waste for two kitchen sinks. 


fountains and trays is 3-inch and therefore entirely safe 
we believe. 
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Fig. 27 Fig. 28 



































ALONG THE LINE OF PROGRESS 
NIG. 25.—-Here is another excellent drawing It will 
be noted that the work is installed with only one vent 
stack. 
are frank to say that we believe such sane use of them as 


There is quite a general use of wet vents, and we 


here shown is along the line of progress in plumbing con- 
struction. Sizes are not shown, but we have no doubt 
that in the case where a circuit vent is used on one or 
two water closets, the vent is not less than 2-inch. 

Fig. 26. 
not shown, and therefore in one or tWo cases, we are not 
quite sure that connections are correct. We would prefer 
to see 21 vented The refrigerator drip sink connects 


This is one of the good drawings Sizes are 


into the vent of 28 and 29. Owing to the extreme slug- 
gishness of this sort of waste, and the fact that it is im- 
possible to flush the vent, we would not favor the con- 
nection, but would prefer to see it connected where the 
discharge can be washed away 

Fig. 27.—According to our way of thinking, 9, 10, 11, 
16, 17, 27, 28, 29 and 30 should be vented We believe 
these fixtures subject to siphonic influence, and that they 
therefore require venting. We note the size of the stack 
serving the two sinks is 1%-inch, and feel that it should 
be 2-inch. We understand the stack serving the wash 
trays and drinking fountains to be 3-inch, and think the 
fixtures entering same free from siphonage and therefore 
not needing to be vented. 24 we think should have a vent. 

Fig. 28.—One stack serves the entire job, and this 
means long horizontal runs, which are not so good We 


prefer to see not less than two stacks on this system. 28 
































Fig. 29 


Fig. 30 
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THERMOSTATIC TRAP 


Conceived, designed and built to a purpose — the elimi- 
nation of trap troubles — the Milvaco Thermostatic 
Trap embodies in its detail of construction, principal of 
operation, and accomplishment of purpose, a standard 
synonymous to the Milwaukee Valve Company. 


Backed by twenty-five years of manufacturing experience 
—A message with a meaning to the discriminating buyer. 


Bulletin No. 23 descriptive in detail of the Milvaco Ther- 
mostatic Trap will gladly be mailed you upon request. 


MILWAUKEE VALVE Co. 


MILWAUKEE, WISCONSIN, U.S.A. 
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and 29 are not really vented correctly,—they should be Fig. 33.—A and F do not need vents, as their stacks 
connected as 22 and 23 are. We would prefer to see the vent them. A main vent stack is run for F and O, and it 
refrigerators and drinking fountains discharging to a spe- would have saved expense to run branch vents instead. 
cial sink, inasmuch as two fixtures supposed to be in com- The refrigerators are connected directly into the drain- 
mon use are taken for this purpose. age system, whereas the connection should be indirect. 
Fig. 29.—-In general the work is good. We would sug- 
gest running the left hand stack further to the right, as 
the more natural thing to do. 31 is not vented. Possibly 
the work might be improved by making the branch for the 
water closets in the basement a part of the house drain. 
Fig. 30.—The refrigerator stack should continue 
through the roof. The main vent stack at the left, should 
offset to pitch back to the basement water closet, for as 
now installed the vent makes a quarter turn which does 
not drain. The top floor sink, fountain, wash tray and 
slop sink are so close to their stacks as to need no vent 
except what the stack gives them. The fountains and 
sinks should be connected double. The three top floor 
lavatories should have separate traps, also the groups on 








the two floors below. 
Fig. 31.—We think it would have been O. K. to run the 


refrigerators and drinking fountains into the same stack, [ 




















but would suggest discharging to a special sink rather 
than into a sink in common use. As 14 and 15, 16 and 
17, 30 and 31, 32 and 33, 38 and 39, 40 and 41 are con- 
nected, the flush from one fixture may pass through the 
vent connection of the other. In each case, the vents 
should not connect together below the top of the fixtures. 

Fig. 32.—Only one vent stack is used, which calls for 
long runs of vent pipe, and the two soil stacks being 
located at the extreme right and left require long horizon- 
tal soil and waste lines. We would prefer not less than EA 


three stacks, more centrally located. 11 should be vented, 
also 18, 35 and 42. Four horizontal lines in the base- 
ment could be reduced to one. ( ha 





- 








Fig. 33 


Refrigerator traps should not be vented. It would be 
better to run the stack for the drinking fountains closer 
to the four fountains. It is permissible to connect refrig 
erators and drinking fountains into the same stack, and 
this would be better in this case 





Ampinco Showers have been repeat- 
edly specified by architects. 


Such endorsement means more to you 
than anything we might say ourselves. 
The American Pin Co., Div. Scovill 


Mtg. Co., Waterbury, Conn. 


Send for booklet showing complete line 








Type R— New 
Honeywell 15-20 
Day Clock 
Thermostat 


The New Measure of 
Thermostat Excellence 
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Of all the many contributions Honeywell has 
made to the perfection of Automatic Temper- 
ature Controls, none is of greater value than 
the new Type R 15-20 Day Thermostat. 


This new model is distinguished by radical 
improvements in design and in simplicity. 


For variety and completeness of service, for 
accuracy, for dependability, there is nothing 
on the market to equal it. 


Your customers will be delighted with this 
new thermostat. It is only about one-half the 
usual size, and is equipped with a dependable 
jeweled-balance clock movement manufac- 
tured to our own specifications by one of the 
oldest concerns in America. An accurate 
thermometer is also included. 


The new Honeywell Automatic Temperature 
Controls are sold only through the regular 
channels of the trade. 


Of the important domestic oil burners 
listed as standard by Underwriters’ 
Laboratories, Inc., a majority is 
equipped with Honeywell Controls. 


HONEYWELL 


Temperature Regulators 


THE HONEYWELL HEATING SPECIALTIES CoO. 


WABASH, IND. 
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Ohio Does Not Support Perma- 


nent Office 


(Continued from Page 23) 


Walter F. Kirn, president of the Akron association, aid 
many others spoke in favor of correcting credit conditions 
The association voted its approval of efforts of wholesa!:rs 
to improve the credit situation. 

A number of addresses were given on subjects of iim- 
portance to the industry. William G. Bergner and E. 
3o0wman of the National Trade Extension Bureau told of 
its work. Dr. J. F. Elder, health commissioner of Youngs- 
town, told of the need for a code in suburban and rural 
districts. Major William Groeniger of Columbus, discussed 
the need of a national plumbing code. Asa A. Manchester, 
chief of the state bureau of plumbing inspection, discussed 
inspection work, its responsibilities and the methods of 
improvement. 

E. B. Kleine of Cincinnati, was chairman of the resolu- 
tions committee comprising also A. C. Eynon of Canton and 
Charles W. Wilson of Youngstown. The credentials com- 
mittee included Oliver Hoffman, of Akron, chairman, and 
R. J. Cluxton of Cincinnati and H. F. Young of Dayton. 
The grievance committee was made up of Charles Seifried, 
of Cleveland, chairman, and William Schneider of Coluin- 
bus and Edgar Burkhardt of Portsmouth. The press com- 


| mittee included Walter Spohn of Columbus, chairman, and 


Homer V. Frye of Mansfield and James R. Fitton of Bel- 
laire. L. E. Lupton of Dayton was sergeant-at-arms. The 
auditing committee was comprised of H. J. Osterfeld of 
Dayton, U. I. Bott of Canton and C. J. Little of Youngs- 


town. The memorial committee included John J. Vogel- 


| pohl of Cincinnati, Harry S. Smith of Warren and William 


Wacker of Toledo. 


RECOMMENDATIONS OF PRESIDENT 

HE president’s report disclosed that Ohio probably 
Z. will soon hold an apprenticeship conference, similar to 
that held in Pennsylvania which brought about a united 
effort to correct apprenticeship conditions in that state. The 
membership of the association is now 586, the same as 
last year. Mr. Prior urged closer co-operation with the 
National Trade Extension Bureau, greater care in selecting 
secretaries of local associations, the study of means to 
eliminate losses on contracting work, the building up of 
competent plumbing instructors and urged joint confer 
ences of master plumbers, jobbers and manufacturers to 


| study the problems of the industry. 


William H. Grabowsky of Canton, chairman of the ap 
prenticeship committee, submitted a plan for a conference 


on this problem and recommended that each master 
| plumber begin training an apprentice. A. R. Myers of 
Ashtabula read the report of the essay committee. John 


J. Vogelpohl reviewed the work of the National Associa 
tion, in his capacity as a national director representing 
President Henry E. Longley. 

Among the resolutions adopted were those recommend 
ing the plan of county inspection so ordinances can he 
enforced in heavily populated counties with a large subur- 
ban population and the appointment of a state joint ap 
prenticeship committee to champion this cause and stud) 
how to make it effective. 

Mrs. Charles Wilson of Youngstown was elected pr¢ 
ident of the women’s auxiliary of Ohio. Mrs. R. H. Littl: 
also of Youngstown, is the new secretary. Mrs. G. |! 
Ridenour of Springfield, the retiring president, reported 
at the different business meetings on the progress of tl 
auxiliary’s work during the year. Mrs. William Haa 
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m- 
The same logic applies to cheap iron pipe 
on, — it’s very cheap and water runs through it 
perfectly — for a few years. {The number of 
years varies with the locality, depending upon 
nd the character of the water supply. } 

ati In building a house, about 10 per cent is 
spent for plumbing, which means 6 per cent 
8 for plumbing fixtures, 3 per cent for plumbing 
ea labor and only 1 per cent for pipe. 

Is it not better in the beginning to spend 1 
per cent more for brass pipe than later to spend 
m . 4 per cent for replacement of iron pipe? 

Alpha Brass Pipe is the one to use because 
ed ‘t contains more copper and more lead; it is 
_ ( LPH A easier to bend, cut and thread, and it offers a 
- much higher resistance to corrosion than ut- 
1B | Yass eC dinary brass pipe. It is tested ‘at 1500 lb. water 
~ p pressure ; trade-marked and guaranteed not to 


season crack. 





r- LPHA BRASS PIPE contains only 


0 Alpha crystals which make a dense, All the characteristics of Alpha are given 
ductile and tough brass that offers greater ;. ihe Be Dine Beak ike h 

resistance to corrosive waters. Because it in our A pna Drass ripe DOOK, a copy Of whic 
TS ae SNe eS TES En we shall be glad to send you if you will fill out 


= better bends and cuts and threads easier. 


if CHASE COMPANIES 

m INCORPORATED 
WATERBURY, CONNECTICUT 

Chase Metal Works—Chase Rolling Mills 


£ STOCKS , 
Chase Companies of New Jersey, Newark. 
The Ohio Chase Company, Cleveland. 
Chase Companies of California, San Francisco, 


Los Angeles 
OFFICES 


Boston New York Philadelphia Rochester 
Pittsburgh Chicago St. Louis Denver Atlanta 


Members Copper and Brass Research Association 


SS 


CHASE COMPANIES, INCORPORATED, Waterbury, Conn. D. E. 6131-7 
Please send me free of charge a copy of your book cn Alpha Brass 


the attached coupon and return it to us. © 





_____Position_ 





Firm__ — aes Selatan ical Ce ee ee 














42 DOMESTIC ENGINEERING February 20, 1926 


Try to hold a Sloan Valve 
open and waste water! 


Thousands have tried and 
have been convinced not only 
that it is impossible to do so but 
that this non-hold-open feature 
is the most important that has 
ever been put into a flush valve. 





Remember alsom 


itis the Sloan Valve that 
requires no adjustment for 
varying water pressure. 





SLOAN VALVE COMPANY 


CHICAGO 
With branches in the principal cities of the United States and Canad. 
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president of the Dayton auxiliary, and Mrs. Ridenour 
spoke at the combined opening session. 
had prepared an interesting program of entertainment for 
the visitors with Mrs. John Haas as general chairman, 
Mrs. R. C. Foerste as chairman of the reception com- 
mittee, Mrs. Frank C. Clemens, chairman of the registra- 
tion committee and Mrs. William Haas as chairman of 
the luncheon and entertainment committee. This state 
auxiliary has been growing steadily. Decision was made 
to continue its work in fostering scholarships for master 
plumbers’ sons, each local being requested to set its own 
contribution for advancing this educational work. 

Dayton master plumbers set a high mark in the 
thoroughness with which convention arrangements were 
Dayton committees in charge of the convention 
R. E. Waltz, 


planned. 
were: Harry P. McGrath, general chairman; 
treasurer. 

Executive: Wm. Haas, chairman; 
Pickerel, John Haas, F. C. Clemens. 

teception: P. T. Griffin, chairman; L. Ens, C. W. Koch, 
F. D. Meyer, B. L. Lehman. 

Registration: G. A. Schneider, chairman; 
Sam Hoerner, H. R. Grimes. 

Program and Printing: G. A. Schneider, chairman; R. 
E. Foerste, E. G. Stautzenbach, F. E. Schell. 

Hotels: Wm. Haas, chairman; R. E. Waltz, H. J. Oster- 


R. E. Waltz, D. L. 


W. J. Brinck, 


feld, F. C. Clemens. 

Convention Hall: H. S. Blank, chairman; F. E. Schell, 
C, M. Ganger. 

Theatre: Sam Fahrer, chairman; B. L. Lehman, C. R. 


Park, J. E. Barnes. 
Party and Dance: E. G. Hasting, chairman; 
Blank, Harry Wagner, C. R. Park. 
Transnortation: Carl Spatz, chairman; Sam Fahrer, 


Louis 


The Dayton ladies ; 
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Phil Kellar, H. R. Hively, Wm. Pusch, 

Banquet: H. J. Osterfeld, chairman; W. J. 
T. Griffin, H. F. Young, L. Lupton. 

Educational: J. E. Barnes, chairman; H. J. Osterfeld, 
Carl Spatz. 

Among the manufacturers’ representatives attending 
the convention were the following: E. E. Parrett, Ben 
Thole and J. H. Nash, all of the Pittsburg Water Heater 
Co.; C. A. Scholle of the Minneapolis Heat Regulator Co.; 
“Sy” Martin of H. P. Martin & Sons; H. W. Prior of the 
Delco-Light Co.; Louis Holle, L. E. Stitely, A. J. Kroger 
and H. D. Grigg, all of Crane Co.; H. E. Rogers of the 
Wellsbach Co.; C. W. “Dick’’ Wanger and D. C. Harris of 
the Woodward-Wanger Co.; S. R. Meyer, vice president 
of the Dawson & McCarthy Mfg. Co.; H. P. Porter of 
Trane Co.; R. J. Hutchins of the American Mfg. Co.; N. J. 
Canny of the T. J. Lane Equipment Co.; Walter M. Schild- 
man of the National Radiator Co.; C. E. Riley of Thomas 
& Armstrong; E. H. Gardner of the Josam Mfg. Co.; 
A. Porter of the Niagara Radiator & Boiler Co.; A. L. 
Abt of the Best Mfg. Co.; G. R. Williamson and William 
Kelley of the Mouat Vapor Heating Co.; Omar McDowell 
and C. F. France of the Ruud Mfg. Co.; John T. Cripps 
and George E. Todd of the Eagle-Picher Lead Co.; Charles 
E. Littel, N. S. Gordon and T. C. Nelson, of Robbins, 
Gamwell & Co.; V. J. Mahler, vice-president of the Empire 
Brass Mfg. Co.; M. R. Emrich, treasurer of the Schild 
Specialty Co.; E. W. Bettinger of the Mutual Mfg. & 
Supply Co.; E. E. Preston and T. G. Scott of the Ridge 
Tool Co. 

The Duro Pump & Manufacturing Co., 
display of its equipment in a large room adjoining the 
hotel headquarters lobby in charge of H. R. Eicher and a 
number of other representatives. 


John Wilson. 
Brinck, P. 


Dayton, had a 
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The average home owner may not know 
much about the PENBERTHY Cellar 
Drainer but he does know that a flooded 
basement is both an expense and an incon- 
venience and will be glad to pay a few dollars 
to prevent it. Call his attention to its advan- 
tages and make an extra profit. 
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PRODUCTS 





Improved Model —_ 
Automatic Cellar Drainer | 


Is a Real Economy 
to Building Owners 


PENBERTHY neal CO. - 


Established 1866 
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The outstanding feature of the PEN- 
BERTHY is its remarkable simplicity and 
freedom from trouble. The only work you 
will ever be required to do on this Cellar 
Drainer will be when you install it. There 
will be no service calls to eat into your profits. 


Literature containing full details and 
specifications gladly furnished on request. 


1244 Holden Avenue 
DETROIT, MICHIGAN 


Canadian Plant: Windsor, Ontario g 
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Extra Profits are waiting 


for master plumbers in homes, clubs and hotels 
where a shower mixer like the Powers has been 
wanted for years. 
Absolute SAFETY and real COMFORT are assured 
by two remarkable features found only in the Powers 
Shower Mixer. They are: 





1. Pressure Equalizing Valve. 2. Safety Stop. Protects bath- 
Prevents changes in temperature er from scalding caused by a 
of shower caused by pressure “dead end” in the hot water 
changes in supply lines, due to use supply line. It also prevents 
of nearby showers, faucetsorflush waste of hot water and reduces 
valves. If cold water supply fails decorating expenses by prevent- 
hot water is automatically shutoff. ing “steamed up” bath rooms. 


Write for this book. Our new book, just off the press, 
shows how and why the Powers Shower Mixer will in- 
crease your CASH and GOOD WILL profits. May we 


send you a copy! 





THE POWERS REGULATOR Co. 


35 years of specialization in temperature control 


2716 Greenview Ave., Chicago. Also New York, Boston, Toronto 
and 31 other offices. See your telephone directory. 
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Status of the Oil Burner in the 
Heating Industry 


(Continued from Page 27) 


make the home more comfortable and the work around the 
house easier. The fact is there are more mechanical and 
electrical devices in the average home today than there 
were in many factories, fifty years ago. 

There have been formed in the last few years a num- 
ber of household utilities companies: that is, companies 
who devote their energies entirely to the development of 
such household utilities as oil burners, vacuum cleaners, 
washing machines, refrigerators, radios, etc. 

In the problem of the development of the domestic oil 
burner the elements of dirt, noise, attention, etc., are all 
factors in its successful operation. 

Much has been said about the control systems now in 
use on oil burners. Some burner manufacturers have told 
me that a large majority of their trouble calls come from 
inefficient or defective control systems. Much praise must 
be given the Underwriters’ Laboratories for their untiring 
efforts to solve these difficulties. The fact that there are 
now waiting in the Underwriters’ Laboratories at Chicago, 
ninety-seven burners of various types and sizes to be 
tested as to their safety controls, shows the interest taken 
by the different burner manufacturers in their endeavor to 
produce the safest, as well as the most efficient oil burner. 
Every burner should really be safe, efficient, and fool 
proof, in order to take its just place in the average home 
where it will receive only ordinary care. 

The further classification of burners can be made under 
the heading of power, or blower type, and gravity, natural 
draft. 


MARKET THROUGH HEATING CONTRACTOR 
OST burners today are lighted either manually, elec- 
M trically, or with a gas pilot. 

The first oil burners employed in domestic heating were 
sold, installed, and adjusted by men outside of the regular 
established heating trade. In many instances this caused 
friction between the oil burner dealer and the heating 
contractor, as each blamed the other for any trouble in the 
heating system. I believe this method is undergoing a 
change, which is for the better. A great many oil burners 
are sold today through dealers who merely act as jobbers, 
and in turn sell the house owner through the regularly 
established heating trade. This, I am sure, is one of the 
foremost steps in the development of the oil burner in- 
dustry. 

Another hopeful sign is the fact that during the past 
year several companies, having a high standing in financial 
and manufacturing circles, have engaged in the manu- 
facture and distribution of oil burners. One of these 
companies is building and selling its burner only through 
its own established branch offices and is insisting that 
the burners so sold must be installed by reputable heating 
contractors. This is giving the oil burner a new standing 
in the heating industry. 

The advertising of some oil burner companies has been in 
a degree rather misleading, in that they have painted an 
overly bright picture of the economy of using oil as fuel. 


This has led to the installation of a great many oil burn- | 


ers in places where they were sure to cause disappointment 
to the user. This has not been so general with the more 
reputable burner manufacturers as it has been with those 
who have built burners to sell instead of to render service. 

The curve, based on the increase of total number of 
burners installed in the year 1924, shows a certain rapid 














































| Model No.2 
Red Top 
( Relief 
Valve 
i For Hot 
| Water 
Heating 
Systems 








ye then — 


in his own residence! 


So successful were the resulta obtained with the Riis t ank 


in-Basement system of hot water heating tha " Philade itp ia 
Plumbing and heating contractor has installed it in his own resi 
dence, 

To quote him—‘‘Believe me, it is a comfort thr rugho nut the house, 
Hereafter on all my hot water heating joba I will use the Tank-i 
Basement with the No. 2 Red Top Relief Valve’ 

This system means profits for you, as it has for ever-increasing 
numbers of plumbing and heating contractors It means satisfied 
customers, with a system assuredly safe, reasonable in price. and 
efficient and economical in operation 

A Red Top Relief Valve is approved by the Underwriter Labora 
tories, Ine ay we send you a copy of ot water heating 
booklet 


NEPTUNE METER COMPANY 
50 E. 42nd STREET, NEW YORK CITY, N.Y 
Branch Offices in Principal Cities 


Ked fop Kelie? Valve 
















STRINGER 
HUB DRAINAGE FITTINGS 


REDUCE 
ROUGHING -IN (COSTS 


They eliminate cumbersome, awkward and 
expensive long- -screw connections, unions and 
“R” and “L” nipples and SAVE TIME on the 
job. Their ure PROMOTE ECONOMY and 
place DOLLARS in the PLUMBERS’ POCKET. 




























drop pipe 
screw into 


top fitting, caulk and the 


job is done. 





FIG. 645 


possibly work thra joint or 


NOTE: — Oakum cannot 
pass end of pipe. 


NOTE:— Simpl 
into sleeved hu 
















Write today for Catalog “‘H"’ which illustrates 
fittings to meet the needs of your locality 


STRINGER BROS. CO. 
1100 W. 38th STREET 33 $3 CHICAGO, ILL. 
Semalesteoee of 
Economical Cast Iron Roughing-In Systems 


for Any Type Building 
Warehouses: Chicage. Ill.; Gadeden, Ala. Factory: Gadeden, Ala. 
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TIME IS WORTH MONEY—SAVE IT 











The Hand 
That Pays 
a Profit 


A trained mind and a skillful hand are a money 
making combination. But a skilled hand is 
helpless with time wasting tools. 


No matter how good a fitter may be, he’ll waste 
as much time as anyone if he has to hunt for 
dies and bushings—and then change them to 
thread different sizes of pipe. 


But, give any fitter Beaver Self-Contained die 
stocks and he becomes a more profitable invest- 
ment than if he had to use loose part die stocks. 
The time he previously wasted will be turned 
into profit. 


There’s no better time than now to look over 
the Beaver catalog to see what sizes and types 
will meet your needs. Do it before spring work 
opens—-let Beavers show you the way to lower 
threading costs and increased profits. 


Your copy of the Beaver catalog 
is ready—Write for it. 


The Borden Company 


510 Dana Ave., Warren, Ohio 


BEAVER 


The Easiest Way to Cut Good Threads 





Easy Working 
Die Stocks 


Square End 
Pipe Cutters 
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ascent as compared with 1923, while the curve, based on 
the intrease of burners sold in 1925 over that of 1924, 
does not show the same rise. In other words, while there 
were more burners sold, the percentage of increase of 1925 
over 1924 is not as great as the increase in 1924 over the 
number installed in 1923. This is only 
not indicate that the point of saturation is being reached, 
being better sold 


obtained by the 


natural and does 


but it does indicate that the burners are 
and that more successful results will be 
burners installed in the year 1925. 

I want to compliment the American Petroleum Institute 
on the efficient work they have done and the co-operation 
they have rendered in conjunction with the American Oil 
turner Association in solving one of the big problems of 
domestie oil burning; that is, of endeavoring to classify 
and standardize furnace oil. 

If the heating industry will now take 
action in the adaptation of heating apparatus to the oil 
vating the status of the oil 


as concerted an 


burner it will result in ele 
burner in the heating industry. 

With regard to the methods of distribution and instal 
lation of oil burners I have made considerable study and 
investigation this winter in different centers in 

» United States and find that those burner manufacturers 
cepartment in each 
being ex- 
dissatisfied 


several 


who do not have an efficient service 
large cities where their burners are 
installed, are having a great 


of the 
tensively many 
users. This has a lowering effect on the 
localities 


status of the oil 
burner in the heating industry in those 


OIL HEAT NOT INJURIOUS 
but so far very little 


AV UCH has been said about fuels, ‘ oT 
l has been said about the effect of fuels on the 


of which the heating boilers and furnaces are constructed 


metal 


I have 
this particular line and have arrived at the conclusion that 
the burning of oil within cast iron or steel boilers and 
furnaces has no detrimental effect on this metal so long 
boilers have the proper of water within 


them and the furnaces have the 


as the amount 


proper amount of air cir 
culating through them. In other words, I would like to 
clear up a mistaken conception which has arisen in some 


circles to the effect that in some mysterious way, the prod- 


ucts of combustion of oil ruin metal more rapidly than the 
products of combustion of solid fuels My conclusion 
they do not. 

California, who does not 


recently that he knew 


manufacturer in 
told me 


One boiler 
make or sell an oil burner, 
of a number of installations where 
cessfully in the same burner installed in a cast iron boiler 
for twelve years without any detrimental effect and only 
having been 


oil has been used suc 


minor parts of the burner replaced due to 


ordinary wear. 
GOOD HEATING SYSTEM NECESSARY 

poe installations have been responsible in a large 

measure for keeping the oil burner from becoming 
popular with the heating industry. This is a fault charge- 
able directly to the oil burner companies themselves. Any 
is skeptical of anything that will cause radical 
been thoroughly 


industry 
changes in that industry 
tried out and demonstrated beyond all reasonable doubt 


which has not 


to its efficiency. 

\ great many oil burners have been installed in heating 
stems that have been giving more or less trouble before 

their installation, and the addition of the oil burner has 
ot solved their troubles and in fact has really augmented 

To illustrate this I have in mind one installation 

inquiry from a home 


them. 
where a burner salesman had an 


made an investigation covering several years along | 
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66 My bid was high but I got the 
job,”’ writes Mr. Wellen, Plumb- 
ing Contractor. “I’ve been 
getting quite a few jobs like 
that since I read your little book 
‘Five Dollars and Fifty Cents’. 99 


If you haven’t read it-——send fot today. 


No charge. No obligation. 
A. M. BYERS COMPANY - Pittsburgh, Pa. 


Established 1804 


| BYE RS wicusir hou P| PE 


copy 

















FLOOR & CEILING ie PLATE en —_ 
ian! bw 


The Beaton & Cadwell ‘‘Perfec- 
tion’? No. 10 is the Floor and 


Ceiling Plate for permanent 
satisfaction. Made by the orig- 
inators of the hinged plate 


Specify the ‘‘Perfection”’ No. 10 
and insist on getting it. 





cre | 
BEATON & CADWELL MFG.CO, 


éstablished 1894 
. CONN, 





Watrous 
| ——— 
| 





Patent Plumbing Fixtures 
and Duojet Water Closets 


LINE representing the most advanced ideas in 
| sanitation. Economy of operation and ease of in- 
| stallation. Duojet Closets—Flush Valves—Urinals— 
Drinking Fountains—Self-Closing—Basin Cocks—Liq- 
uid Soap Fixtures, etc. | 

Manufactured and Sold Exclusively by 


THE IMPERIAL BRASS MFG. COMPANY 


1231 West Harrison St. CHICAGO 
Pacific Coast Representative, H. H. CHAFFEI 
1234 S. Broadway, Los Angeles 741 Call Bldg., San Fran 
New York Office, Room 514, 51 E. 42nd 8 











Backed by thirty- 
seven years of 
manufacturing 
experience 


The Ohio Brass Co. 


Mansfield, Ohio 


ALL 
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| More and more Plumbers are making sure 
of satisfied customers by using “Standard” 
Vitreous China Lavatories. The reasons — 


highest quality; wide variety of designs 
and sizes; accurately made and so easy 
to install. Your Jobber can supply you. i 


Standard Sanitary Mfg. Co. 
Pittsburgh 
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owner who told him that he was unable to heat his dining 
room and one bedroom, no matter how much coal he 
burned. The oil burner salesman assured him that the 
installation of his burner would solve this difficulty. Two | 
months after the installation the home owner was thor- 
oughly disgusted with oil burning, because these rooms | 
were still improperly heated and he ordered the burner 
removed If the oil burner had been installed by a 
competent heating engineer he would instinctively have | 
looked for the cause in either lack of radiation or in im- 
proper piping, and at the time of installing the burner 
would have made these corrections, thereby having a 
satisfied customer and a booster for oil burning. 

\nother condition which has had a bad influence on 
the oil burner industry has been the excessive use of 
fuel due to either an inefficient burner being installed in 
an efficient boiler or a good burner being installed in an 
inefficient boiler. This of course results in a _ trouble 
job and gives a bad impression of oil heating. 


} 
| 
i 
} 
| 


PROPER METHODS INSURE SUCCESS 

HEN the oil burner is so developed that it gives ef 
WW eaun service, safety and durability and is sold with 
the understanding that its operation may cost more than 
solid fuel; when boilers and furnaces are designed to givea 
high overall efficiency when equipped with an oil burner; 
when the oil burner manufacturers have instructed the 
heating and plumbing contractors in the ordinary care of 
an oil burner; when the oil burner salesmen are educated 
by the manufacturers to sell oil burners only where they 
rightfully belong—then the public will be willing to pay 
for its convenience regardless of the price of oil and it will 

take its rightful place in the heating industry. 
NEW YORK CITY PLANS OWN YOUR HOME WEEK 
\ll arrangements have been made for Own Your Home 
Week in New York City, which is coincident with the an- 
nual Own Your Home Show, to be held at Madison Square 
Garden beginning February 20. Days during the week 
have been set aside as follows: Saturday, Mayor’s Day: 
Monday, Plan a Home Day; Tuesday, Select a Home Site 
Day: Wednesday, Build a Home Day; Thursday, Improve 
the Old Home Day; Friday, Furnish and Decorate the 
Home Day; and Saturday, Home Life Day. A large num- 
ber of plumbing and heating exhibits will be part of the 


show. } 


DENVER M. P. ASSOCIATION ADDS NEW MEMBERS 

The Denver, Colo., Master Plumbers’ Association is mak- | 
ing progress, according to H. S. Lynn, secretary of the 
organization. During the past two weeks fifteen new mem- 
bers have been added to the association. The new mem- 
bers are: Buckley & Schmidt, L. N. Conrad, Coyle Bros., 
William F, Davis, Alvin J. Gordon, T. G. Henfrie, Thomas 
Kk. Hfines, Harvey H. Mellema, New York Plumbing Co., 
Albert E. Paradice, Park Hill Plumbing & Heating Co., | 
‘illiam E. Porter, Samson Bros., A. J. Tolan and K, | 
Villien. 





The executive committee of the organization recently | 
ted a levy of a special assessment of $5 per member to 
care of past due obligations with regards to the State 


| National per capita tax. The assessment is being made | 
h the understanding that no further assessments will | 


be made in the future and that the association will not 


Obligate itself for expenses it cannot meet. 





The Johnson Plumbing Co., of East Rutherford, N. J., 
has been incorporated with a capital of $25,000, by BE. 
Johnson and George Cliff. 





CENTRIFUGAL VACUUM 
AND BOILER FEED 


PUM. 


Supplied in standard 





units of seven capacities 


OUNG Centrifugal Vacuum and Boiler Feed 

Pumps are furnished in seven capacities, 

ranging from 5,000 to 100,000 square feet of 
direct radiation, and built for 20 pounds pressure at 
the pump as a standard. We also build special 
pumps of these same unit numbers to discharge 
against 35 pounds. Both standard and _ special 
units are furnished for either continuous operation 
or equipped with the type of automatic control best 
suited to the specific requirements. 


The operating principle of the Young Pump, by 
which one moving element accomplishes the 
desired effect of a powerful suction and a positive 
pressure, is unique in its reliability, simplicity and 
high operating efficiency. 


The improved construction, now 
marketed, produces ten inches of 
vacuum with a return temperature 
of water not to exceed 180 degrees 
in a properly laid out and equipped 
vacuum system, and to handle,with 
entire adequacy the air and water 
called for by their rated capacity. 
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V2 unit equipped for automatic vacuum control, with 
piping connections made and ready for operation. Piping 
connections shown in gray tone are to be made by con 
tractor. Suction strainer and check valve at inlet of 
pump are furnished with unit, as well as companion 
flanges, bolts and gaskets 


For bulletins address; 


YOUNG PUMp COMPANY 
230 East Ohio Street CHICAGO 


Factory: Michigan City, Ind. 
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O Tanks for 


On Instant Notice At Controlled Temperatures 


and At Lowest Cost 


oof) [aK 
4 ae 4 


Arne 


Burns COAL Burns GAS 
: 


Made ov r rect requirements 


For a Few Cents a Day an ARCO TANK 

gives a steady and abundant supply of run- 

ning hot water—for kitchen, bathroom, 
laundry or any other use. 


Convenient Payments 


Ry 


AMERICAN RADIATOR COMPAN Y 








Have you received your copy of 
this beautiful colored poster? 


CORTO YONDA 
RADIATOR SMOKELESS ROUND 
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Hot Water Supply 
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wherever hot water is desired 


HEREVER and whenever hot water is de- 

sired, and that is everywhere, and at almost 
every hour, an ARCO Tank for Hot Water Sup- 
ply will give it in abundance. There is a size 
and type to serve every requirement—and the 
prices are so low that ARCO Tanks are within 
the reach of everyone. 


Self-contained units for coal or gas 
—six sizes for each type 


Arco Tanks for Hot Water Supply are made in 
a complete range of sizes for both coal burning 
and gas burning. Each is a self-contained unit 
possessing special and exclusive features which 
insure running hot water instantly, at the desired 
temperature, and in adequate quantity to serve 
all needs. 


Easily sold—quickly installed, 
upstairs or down 


Arco Tanks are easy to sell because they fill a 
universal need. An abundance of hot water at 
any time isa convenience which instantly appeals 
to everyone. 


They are quickly installed. Each tank comes 
completely equipped with automatic regulator, 
thermometer and all accessories and needs 
only to be connected up. It is well adapted 
for installation in the kitchen and its good 
looks make it an ornament. Working as 
an independent unit, it makes possible a 
steady supply of hot water all summer 
without the discomfort of a hot kitchen. In 
the winter it may get its heat from the coal 
range, or, if installed in the basement, it 
may be connected to the heating plant. 





Low advertised prices 


Coal burning ARCO Tanks $84 to $222 
6 popular sizes—30 to 100 gals. 


Gas burning ARCO Tanks $66 to $111 
6 popular sizes—20 to 45 gals. 


A good margin of profit to you 


Arco Tanks for Hot Water Supply bring real 
profits to Heating Contractors. The installation 
is easy and inexpensive and the advertised price 
to the consumer leaves a very profitable margin 
for you. 


Easy payments 


You can sell Arco Tanks for Hot Water Supply 
for a small down payment and the balance in 
easy installments. With our easy payment plan 
you get your cash immediately and your cus- 
tomer has ten months to pay. 


Prepare for Spring demand 


Spring is the time when your customers begin 

to feel the need for a hot water product that 

works independently of the heating plant. So 

get ready now for the demand that is sure to 

come. Get ready now to give your customers 

these perfected Arco Tanks for Hot Water 
Supply. 


Send us your prospects’ names and we 
will mail to them copies of the beautiful 
Arco Tank catalogue, together with per- 
sonal letters in which we refer each pros- 
pect to you. 


Just sign the coupon below and mail it, 
or ask our salesman when he calls. 


AMERICAN RADIATOR COMPANY 











Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia, Baltimore, Washington, Richmond, Buffalo, 
Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, Chicago, Milwaukee, Indianapolis, St. Louis, St. Paul, Minneapolis, Omaha, 
Kansas City, Denver, San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brusrels, Berlin 


Makers of IDEAL BOILERS and AMERICAN RADIATORS and other products for heating, ventilating and refrigeration 








AMERICAN RADIATOR COMPANY 


DIRECT MAIL ADVERTISING DEPT, 101 
1807 Elmwood Ave., Buffalo, N. Y. 


Gentlemen: Please send me supply of Arco Tank en 
velope leaflets with my name and address imprinted. 
1 | have )\ 


\h e) received my copy of the poster. 
ave no 


Name 


Address. 


SMOKELESS 
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A No. 931 Sylphon Temperature Regulator 
used as a pilot to control a diaphragm 
operated 10-inch valve on the steam line to 


21,000 gal. heater 


DOMESTI 
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The Wayne County Hospital and Infirmary of Eloise, Michigan, 
Has Ove 50 Scent and 4000 Patients. Plenty of Hot Water is 


Needed at oun Right Temperatur re 





A No. 931 Sylphon Tem- 
perature Regulator sed 
for direct control of the 
6-inch steam line to the 
16,000 gallon heater 


Two Sylphon Tennent Regulators 











This can be done handreds of thousunus 
of times - 
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Radiator Air Valves 
Vent Valves for Steam Heating 
Pressure Reducing ,Valves 


Duct control-air temperatures 
Temperature Limit Regulators 
Interlocking Safety Valves 


The Well-Known 
Sylphon Bellows 


is the motor element in the 
following Fulton products 


Temperature Regulators 
for air and for liquids 
Damper Regulators 
for steam and hot water 
boilers, and vapor heating 
systems 


Ja-Nar Radiator Covers 
Thermostatic Water Mixers 


—for fuel oil systems 
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Maintain 37000 Gallons of Service 
Hot Water per Hour at 155°F. 


These two Sylphon Temperature Regulators not only effect 
savings in steam consumption, but what is even more important, 
they automatically make possible an always adequate supply 
of hot water at constant temperature. This is a vital factor in 
the efficient operation of hospitals, hotels, apartment houses, 
office buildings, industrial plants, etc. 


Why Sylphon Regulators are so widely used 


Sylphon Temperature Regulators are self-contained, and there- 
fore generate within themselves the power needed to operate 
them. They have no delicate or complicated auxiliaries to get 
out of order. Once installed (and this is quickly and easily done) 
they require no attention or repairs. The Sylphon bellows used 
in every Sylphon Regulator is recognized as the most sensitive 
and durable expansion element known to engineering science. 
You can be certain of long and satisfactory service in installing 
Sylphon Temperature Regulators for service hot-water control. 


Write for Bulletin KTR105, which ives prices, 
dimensions and many installation drawings. 





Hl 


THE FULTON COMPANY KNOXVILLE,TENN. 


ORIGINATORS AND PATENTEES OF THE SYLPHON BELLOWS 


Sales Offices in: New York, Chicago, Detroit, Boston, Philadelphia 
and all the principal cities in U. S. 


European Representatives: Canadian Representatives: 
Crosby Valve & Engineering Co., Ltd., Darling Bros., Ltd., 
41-42 Foley Street, London, W. 1, England 120 Prince Street, Montreal, Canada 
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LEADING JOBBING 


BUSINESS CONDITIONS IN 











CENTERS 








CHICAGO 
J 

Business in plumbing and heating is best described as 
pursuing an orderly course A good volume of all ma- 
terials is moving, no difficulty is being found in securing 
satisfactory shipment of requirements and, because prices 
have yet had few tests, little complaint is heard of con- 
cessions being offered. In lines such as soil pipe and brass 
goods, whose markets have advanced since last November, 
practically all activity is in shipment of orders placed 
at the earlier prices, and the lack of necessity for further 
buying has given little opportunity to observe the action 
of prices. One large foundry had not left the November 
sheet on soil pipe at the time of going to press, although 
practically all makers are at the 2%-point higher market 
In pottery and range boilers, whose prices have been un- 
changed at very low levels for some time, no change has 
taken place, but, because of their very lowness, prices 
are firm. In other lines, in which prices have not changed 
for a long time, conditions are unchanged 

Because in practically all cases deliveries can be made 
as needed and because, in most cases, the price situation 
offers little incentive for future buying, the general trend 
of commitments by jobbers is one of purchasing just to 
cover sales and holding stocks low One large jobber in 
Chicago states that, while his sales are in excess of those 
at this time last year, his purchases are substantially less, 
indicating that he is doing just as much or more busi 
ness with lighter stocks. However, a large manufacturer 
states that jobbers’ purchases are larger, in his case, than 
they were at this time last year. Thus, there are excep 
tions, but, in general, buying is for actual requirements, 
orders, as a rule, are marked for rush shipment and the 
aggregate volume reaches good figures 


The trade is busy Many jobbers report that releases 
of material are being received before they expected the 


jobs to be ready, and work is well divided between rough 


ing-in and finishing Contractor ire putting their men 
on outside work when weather permits and turning them 
to buildings under cover when it is cold or stormy The 
review of construction activity during January just re 
leased by F. W. Dodge Corporation, shows that con 


struction started last month in the Central West increased 
43 per cent over January of last year Contemplated new 
work was 25 per cent higher than in January of last year 
Soil Pipe 

One large foundry was still at the November base, at 
the time of going to press, which is 2% points under the 
new prices announced recently by most makers While 
some jobbers have shown no disposition to speculate by 
contracting heavily at former prices, a great many placed 
a substantial tonnage for specification during February, 
previous to the issued announcement of the higher prices 
and, during the last week, therefore, have not found it 
necessary to add to their commitments 4 number of 
master plumbers are covered for their needs, as well, and 
consumption requirements have accounted for a good 
movement out of jobbers’ stocks and on direct shipments 
The supply is adequate for all needs and deliveries are 
being made promptly as needed 

Steel Pipe 

No developments during the week disturbed the even 
tenor of the steel pipe market Mill sales are unusually 
good for the season and composed almost entirely of 
orders for quick delivery t 
Shipments are going forward promptly as needed and job 


cover jobbers’ actual needs 


bers’ stocks are being kept well abreast of demand. Prices 
are firm and unchanged 





EBRUARY business is well sustained by build- 

ing activity and no developments during the week 
affected the orderly course which it has been follow- 
ing for some time. The New England and Phila- 
delphia territories were still in the midst of inclement 
weather conditions which curtailed operations to 
some extent, but in all sections of the country work 
on hand and contemplated is in a volume larger than 
is usually looked for at this season. Record con- 
struction volume continued through January, accord- 
ing to the statement of the F. W. Dodge Corpora- 
tion. Contracts awarded last month amounted to the 
highest ever awarded in the opening month of any 
year and were 48 per cent in excess of those awarded 





RECORD BUILDING MAINTAINS GOOD BUSINESS 


in January, 1925. Contemplated new-work reported 
was 26 per cent ahead of last year 


Deliveries of plumbing and heating commodities 


are being made as needed [The general trend ot 
buying is one of confining commitments to actual, 
immediate requirements. Jobbers’ stocks are being 
kept at adequate working levels by means of this 


policy and, with the exception of soil pipe and brass 
goods, little forward buying has been reported. Man 
ufacturers’ prices were unchanged during the week 
Jobbers’ out of stock prices in the northern part of 
the Pacific coast were readjusted o 
some prices being advanced about 5 per cent and 


others reduced in about the same proporti 
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~ask any United Jobber or plumber 


All United Brass 
Plumbing Goods are 
made of Bronze Grade 
Metal 


The United thread is 
of special design, guar 
anteed not to open un 
der pressure It will 
outlast the house in 
which you install the 
faucet 


The special composi 
tion washer absolutely 
stands up under long 
service in extreme tem 
peratures 


The molded, built-up, 
cone-type packing is 
good for the life of the 
faucet. 


Strong square broach 
ing on handles prevents 
stripping of handle or 
stem and makes lining 


up casy 





HE shine of fine nickel helps to sell a faucet, but it’s the 
“shine’”’ of fine construction that keeps it sold—and so makes 
it profitable 


Your United Jobber will tell you he never sold a line of brass 
plumbing goods more satisfactory than the new United Line. 
And he'll point out to you the 5 construction reasons listed to the 
left. 


During 1925 hundreds of United Jobbers with their thousands 
of Plumber customers turned up almost no faulty items at all 
out of the hundreds of thousands they sold 


You can confidently guarantee United goods to your customers 
They'll make good—you won't have to. 


‘‘The Red Metal Line’’ 


NI 


UNITED BRASS MFG. CO., 3844-62 HAMILTON AVE., CLEVELAND, O. 


The new United | 

Catalog “F”’ is off | 
| the press. You 
| oughe to have a} 
| copy. Drop us a | 
| line and we'll be | 
| glad to send it. 
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Wrought Iron Pipe 
Jobbers’ stocks are at minimum working levels and they 
are ordering, as a rule, just to keep them filled. This 
aggregates a fair tonnage constantly on the way from 
the mills. Direct shipment business is well sustained by 
the uninterrupted building activity. Mill stocks are in 
good shape. Prices are firm and unchanged 
Enameled Ware 
While factories have 60 and 90 day orders on the 
books, against which releases are being given steadily 
the general trend of buying is one of confining purchases 
to current requirements and requesting rush shipment 
Jobbers are getting good delivery service from makers 
and are, thus, able to operate on lighter stocks than many 
were carrying a year ago. Prices are unchanged 
Pottery 
Pottery prices are steady and were unchanged during 
the week. A fair business is reported by most makers, 
consisting almost entirely of orders for immediate needs 
Little tendency is shown by buyers to anticipate require 
ments, although some large jobbers have stated that they 
felt justified in laying in heavy stocks at current prices 
Master plumbers are using a good quantity of this ma 
terial on their contracts and are having no difficulty in 
securing their requirements without delay 
Range Boilers 
The price situation continues unchanged this week 
Makers’ quotations range from prices at approximately 
the August sheet to prices considerably below the June, 
1925, sheet, with several in between. .An active demand 
for this product is reported, pick-ups at local warehouses 
being in good number. Many jobbers have orders placed 
at lowest prices, against which they are releasing to stock 
a good quantity of boilers, while others are buying as 
needed and awaiting greater stability in price conditions 
before committing themselves more heavily 
Plumbers’ Brass Goods 
Prices are steady and have. not changed Makers of 
both cast brass and tubular goods report receipt of new 
business right along, although not in large volume, and 
shipments against orders placed earlier for first quarter 
delivery continue in good quantity Jobbers’ stocks are 
not large, but are ample to take care of the trade’s needs 
satisfactorily and they are having little difficulty in secur 
ing material as needed from factories 
Boilers and Radiators 
Business is showing very little fluctuation, holding at a 
fair level slightly above that of last year at this time 
Specifications against old orders and new specifications 
in about equal number are making up shipments and all 
requests for delivery are being handled promptly Pro 
duction, in most cases, is at uncurtailed rate and makers’ 
stocks are ample. Prices are unchanged 


= ~. 7 _ YY 
NEW ENGLAND 

The severe snow storms have practically crippled busi 
ness in this section of the country and, while there is a 
g00d deal of business on hand, this has to a great extent 
been held up because of inability of mechanics to get to 
the job and the delay in getting material into their hands 
Traffic, both freight and passenger, has been upset and 
schedules are ‘uncertain resulting in great inconvenience 
to every line of business. With the clearing of the roads 
80 that trucks can again make deliveries, there will be an 
additional impetus given to business. 

The price market continues to show strength and job- 
bers are booking good business well into the Spring 


ENGINEERING 


Manufacturers are working at good capacity, although, in 
many cases, not at full speed Buying is still for actual 
needs rather than for future requirements, although there 
has been a heavy buying movement in brass goods and in 
soil pipe because of advances announced in both of these 
items Jobbers are releasing many small shipments now 
on order to keep stocks adequate for all demand 

The outlook for business in this section is very bright 
and the trade, as a whole, is in a very optimistic mood 


Soil Pipe 


With a practically level price market there has been a 
better buying movement throughout the trade Jobbers 
have received many carload lot orders for future ship 
ment as well as a good tonnage of smaller lots for work 
actually at hand Jobbers’ stocks are being held up to 


good working levels and requirements are being taken 
care of nicely Manufacturers report many new orders 


entered prior to recent advance and appear to be assured 


of good activity for the first quarter of the year 
Steel Pipe 
Price remain unchanged and firm Jobbers are not 


buying heavily but only for estimated near requirements 


Mill shipments are coming through well and jobber: 
stocks are kept at levels that insure satisfactory delivery 
when goods are wanted Demand from the trade still 


absorbs a good tonnare 


Wrought Lron Pipe 

Mills report a steady demand from jobbers for small 
lots of this commodity which is being taken care of 
promptly indicating good stocks at sources Demand on 
the jobber, while not large, is of good average volume and 
is being taken care of without difficulty There has been 
no change in price 

Enameled Ware 
Demand on the jobber is not heavy at present and job 


bers’ stocks are ample, as a rule, to take care of all busi 


ness received Manufacturers report a good, steady busi 
ness, but not a large volume Little advance buying by 
either the jobber or his trade is being done Stocks at 


factories are ample for all needs and there has been né 


change in price 
Pottery 
Buying is light So far as can be determined, only 
actual needs are being taken care of and shipments from 
potteries to jobbers’ stocks are mall but well assorted 


There appears to be no difficulty in securing material 


needed without delay Prices have not changed and there 
has been some apparent steadiness in jobber quotations 
recently 
Plumbers’ Brass Goods 
Additional price withdrawals have ,been received by 


jobbers from manufacturers during the past week Manu 


facturers report a heavy buying movement, practically all 
jobbers being covered for their Spring requirements at 
old prices. Buying by the trade shows greater strength 
than for several months Jobbers are releasing as needed 
to take care of low spots in stocks and manufacturers are 
keeping abreast of demand 
Range Boilers 
Demand is rather light in this territory Jobbers 


stocks are adequate for all needs and replacement release 


take care of any low spots in stocks Manufacturer 
prices still show a variation and, as a result, there ap 
pears to be a hesitancy on the part of 
heavily Manufacturers’ reports on business vary, some 


having good business entered while others state that their 


the buyer to order 


business consists of mixed and less carload lots De 


liveries are being made promptly as needed 
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Prospects for you 


Theatres 
Hospitals 
Churches 
Schools 
Hotels 


Factories 


Public Buildings 
Office Buildings 
Apartment Houses 
New Construction 
Power Plants 


Laundries 


For repairing leaking pipes, cracked nipples, 
cracked boilers, just pour in **X" Liquid, 
It immediately combines with the hot water 
finding and trickling through every leak, 
automatically sealing it as the ‘“X"’ comes in 
contact with the outside air. The heat com- 
bines to make it a permanent repair, tough 
as any metal and capable of withstanding 
any steam pressure 
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oppor 


N YOUR town are 
theatres, office bui 
— boilers that leak (did 
that wouldn’t leak?).Ager: 
would close their pl 
shut down. 
You can get a lot of bpd 
They'll be tickled todfio 
stop boiler leaks quic 


Go after these prospeatd r 


Sell’em old boy “X." fan 
“yy 


Permanently 
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thities for profit 


ls, hospitals, it in—some will, want to put it in themselves. 

ewith boilers Either way you make your profit on every can. 

oe es And keep this in mind. On high pressure and 

cracked Dower big boiler jobs you're not selling “X” a can at a 

time. More often you sell ten to twenty cans. 

That means profit. Every new buyer also becomes 

ot of these people. a customer for repair jobs, packing and fittings. 

ed 7 of the way to Merchandising Assistance 

S quit , nently. To the man who wants to cash in on this new big field, we 


offer the services of our Merchandising Department with 
suggestions On getting this business in your particular town, 


TOS Tso . 
wy? Pe nal call We also supply letters imprinted with your letterhead and 
X. ant you to put leaflets to help you get this extra business. Send for ‘em. 


\ Ps, 25 West 45th Street, New York City 


itlyfrs leaks in high & low pressure boilers 


sefigk, i ot 
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Indispensable 
to the Buyer 


HERE is so much valuable data in 

Domestic Engineering Catalog 
Directory—the kind of information re- 
quired every day by the buyer of plumb- 
ing and heating supplies—that it is much 
cheaper to buy a copy each year than it is 
to get along without it. In fact the time 
saved in looking up the source of supply 
of a few items soon offsets its cost. 


Here you have the latest condensed 
catalogs of 450 manufacturers, bound 
under a single cover, all indexed and 
crossed for ready reference. Saves look- 
ing up the individual catalogs which are 
so often misplaced or out of date when 
you find them. 





The Classified Section gives the trade names 
and names of manufacturers of over 2,000 
standard articles and specialties used in the 
industry. It requires but a moment to locate 
any item you are interested in. 





Gisner stn nye Cee Guothiacing taste ene ond oo oo A complete, alphabetical list of manu- 
eee facturers with street addresses is also in- 
“Domestic Engineering Catalog Directory is a very 

complete and useful directory the plumbing and cluded. 

heating trade. It is in constant use in our office and 

very much appreciated.” 

Domestic Engineering Catelog Directory in reference A big book and a big value at little cost. 
Se Ws Gould enpueh enceutinniy © te aeen oat pee- Get your copy of the 1926 edition NOW 


n 
sible to have so useful a publication at hand.”’ 


“We have received the 1926 Domestic Engineering 
Cateleg Directory and wish to compliment you on 
same. We find it invaluable in our purchasing de- 
partment.” 


and start it working for you. 


“The 1925 Domestic Engineering Catalog Directory Standard catalog size—734x105¢ inches. 
was very valuable to us and the new edition appears to 

be even better.” 1976 pages. 1291 catalog pages. 
dae in ea se Price $5.00 postpaid. 


tion to have in our buying department.”’ 


“Your Directory Service has always been of great as- 
sistance to us in our purchasing department and we PUBLISHED BY 
look forward to receiving it from year to year.”’ 


**We have found your Directory to be of great value and 


make daily use of it in our purchasing department.” DOMESTIC ENGINEERING Co. 


valuable date=in fact we could fly at dine ub Directory Department 
out it. 
1900 Prairie Avenue CHICAGO, ILLINOIS 














Mention Domestic Enerneertnc when writing advertisers 
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Boilers and Radiators 
Prices are following the new sheets issued early in the 
year. Manufacturers report a good current business and 
good entry for future releases. All orders are being taken 
care of promptly. 


NEW YORK 


A temporary lull in demand for plumbing and heating 
goods is being felt in New York City and adjacent ter- 
ritory, due partly to the usual February let down in build 
ing, partly to the severe snow storms that have recently 
struck the district, and partly to the policy of the whole- 
saler in the majority of cases to buy only as needed. 

Practically every manufacturer and jobber interviewed 
at the Eastern Supply Association meeting held last week 
had the above report to make, but the majority felt that 
better demand was just around the corner and that steady 
work for both plumbing and heating contractors would 
soon be the rule. With the low stocks in most whole- 
salers’ warehouses, an active demand from the trade would 
soon bring the jobbers into the market for merchandise to 
be delivered immediately. 


Soil Pipe 

There has been a fair amount of business placed for 
delivery during the next sixty days, the maximum time 
allowed by the majority of the foundries. Also, there has 
been considerable shipment of pipe on orders placed be- 
fore the recent advance by most of the foundries. No 
price changes have been reported. Deliveries on most 
sizes can be made quickly. 


Wrought Iron Pipe 

Mills enjoyed a better demand in January than their 
average during 1925, with one large concern reporting 
shipments reaching 86 per cent of maximum production 
capacity. Demand so far in February has not quite reached 
the figures during January, however. Prices are steady 

Steel Pipe 

Steady demand for early-shipment pipe characterizes 
this market. While the average order continues small, 
in the aggregate a fair tonnage is being shipped. De- 
liveries continue to be made promptly. Prices are un- 
changed. 

Enameled Ware 

Demand for enameled ware is not heavy, according to 
one of the larger manufacturers, but several smaller con- 
cerns and another large maker find that the aggregate 
amount of business is fairly large. Wholesale stocks are 
not being built up, satisfactory deliveries causing the job- 
ber to maintain minimum working levels. Prices remain 
firm. 

Pottery 

Quick needs continue to account for most jobbers’ 
orders, with the exception of orders for specials for later 
delivery. Prices are firm. Deliveries on staples are ex- 
cellent. Wholesale stocks are being kept adequate for 
current needs. 

Plumbers’ Brass Goods 

Demand for both cast brass and tubular brass goods is 
active, with considerable business being placed for both 
immediate and future delivery. This appears particularly 
true of tubular goods, one large manufacturer’ of cast 
brass stating jobbers are chary about ordering except 
for immediate needs. Prices, while still on more than one 
level, appear firm. Deliveries generally are good. 

Range Boilers 

While an active demand is reported by one large maker, 

and a fair call by another, generally the low prices being 
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quoted by most manufacturers do not appear to have 
stimilated orders for future delivery. Varying prices are 
being quoted by both makers and wholesalers. Deliveries 
can be made promptly. 
Boilers and Radiators 

The usual seasonal demand is noted, consumption needs 
not being great at this time. Shipments against old con- 
tracts are in fair volume Prices have not changed. 


PHILADELPHIA 


While the current business situation shows no great 
activity, prospects of good business during the first half 
of the year lose none of their attractiveness. Among the 
favorable signs is the new Ford assembling plant to be 
built at Chester. In other localities, these plants have 
created considerable home building in their vicinity, and 
builders are expected to follow this lead in this instance. 
Contractors and jobbers in the Scranton district, too, have 
cause for rejoicing, due to the settlement of the coal 
strike. Conditions in this territory have been bad, and it 
will probably be some time before they can be brought 
back to a normal level 

Weather conditions have not been favorable for builders 
for the past two weeks, and such orders as have been re 
ceived by the jobbers have been difficult to deliver because 
of snow-blocked streets With February more than half 
over, however, these conditions should change rapidly 

Soil Pipe 

A lack of unanimity is noted in reports of demand 
The majority of foundries find only fair current business 
but several of the smaller makers report an insistent call 
for this product While practically all foundries can ship 
promptly, one eastern producer is three to four weeks 
behind. Prices are firm 

Steel Pipe 

The usual February lull in current demand is being felt 
by mills Practically every order received is for im- 
mediate delivery, which can be made by mills without 
difficulty 
changed: 


Wholesale stocks are low Prices have not 
Wrought Iron Pipe 

While mills report a few large orders for delivery direct 
to jobs, current demand is not large. Jobbers are order 
ing only enough to keep their stocks at minimum working 
levels. Prices have not changed. Deliveries are prompt 

Enameled Ware 

A fair demand from the trade is reducing jobbers’ 
stocks, and this in turn is causing a substantial demand 
upon the manufacturer. Large orders are in the minority, 
however. Manufacturers’ stocks are ample to give prompt 
shipments. Prices have not changed 

Pottery 

One of the largest factors in the market reports a 
better call for specials than for staple articles. Current 
demand, while satisfactory for February, is not large, 
orders for staples being principally for immediate or early 
delivery. No price changes have been reported Whole 
sale stocks are in fairly good condition 

Plumbers’ Brass Goods 

Excellent current demand for tubular goods continues, 
with a great deal of interest also being shown by the 
jobber in cast brass quotations. While no price changes 
have been announced, a firmer price tone than a month 
ago is prevailing. Prompt deliveries are the rule when 
goods are needed by jobbers. Jobbers’ stocks are not 
large. 
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Boilers and Radiators 
New business continues light, with not a great deal of 
advance buying. Prices have not changed. Deliveries con- 
tinue prompt 


The Metal Market 


Feb Average Average Average 
15 Jan., 1926 Nov., 1926 1926 
PIG IRON 
No. 2 Foundry, Chicago 
furnace $23.01 $23.00 $22.76 $22.00 
PLATES AND SHEETS 
Steel boiler plates, Pitts 
burgh, per lb 1.80 1.90c¢ 1.85¢ 1.96¢ 
Biue annealed sheets 
Pittsburgh, per Ib 2.4 2.50c 2.40c 2.460 
Biack sheets, Pittsburgh 
per ib $.25¢ 3.35¢ 3.25« 3.30¢ 
Galvanized sheets, Pitta- 
burgh, per Ib 4.50¢ 4.60¢ 4.50¢ 4.45c¢ 
COPPER 
Prime Lake, f. o. b. re- 
finery 14.80c 
Electro, delivered 14.206 
LEAD— 
Chicag< 9.25c¢ 
ry ‘ 
The Stock Market 
Quotations of February 15 Bid Asked | Close 
American Radiator Co.—con b | 117 117% | 117 
American Radiat ( preferred 127 | 130 | 
Anaconda Copper Mining 48% 48% | 48% 
Brunswick-Balke-Collender ( 28 29 | 29 
A M. Byers Co mon 33 36% 3314 
A.M. Byers Co.—preferred i; 99 100 100 
Crane Co.—common | 57 
Crane Co.—preferred } 117) | A177 
Eagle-Picher Lead Co |; 38 | 39 | 
Fairbanks, Morse & C common | 653% | 56 558% 
Fairbanks, Morse & Co.—preferred 113 116 
Herman Nelson Corporation | 25% 
Jones & Laughlin Steel Corp.—preferred 115% |... 
Michigan Copper & Brass Co | 154%] 16% 
National Lead Co.—common | 16434 | 165 | 1644 
National Lead Co.—preferred | 116 117 
National Radiator Co | 95 | 
Ohio Brass Co - | 78 79% | 
Ohio Brass Co.—"B | 78 70% | 
U. S. Cast Iron Pipe & Foundry Cx common ; 195 | 200 195 
U. 8. Cast Iron Pipe & Foundry Co.—preferred | 103 103% | 103 
U. 8. Rubber Co.—common 81% | 82 | 81% 
U. 8. Rubber Ce preferred | 108 108% | 108% 
U. 8. Steel Cory mmon 129 12044 | 129 
U. 8. Steel Corp.—preferred 11266 | 12634 | 1264 
Walworth Company | 22% 
Williams Oil-O-Matic Heating Cory 21% | 21% | 21% 
Wolff Manufacturing Corp.—common ; 10 10% | 10 
Youngstown Sheet & Tube Co | 804 81% 81 


Convention Dates 


February 34 and 25, 1926.-The winter meeting of the Cen- 
tral Supply Assoelation, in Chieago, with headquarters at the 
Drake Hotel. 

March 2 and 3, 1926.—-The annual convention of the North 
Dakota Assoeiation of Master Plumbers, at Minot, N. D. 

Mareh 8, 9 and 10, 19236.—The annual eonvention of the In- 
diana Society of Sanitary Engineers, at Lafayette, Ind. 

March 8 and 10, 19236.—The annual eonvention of the Maine 
State Association of Master Plumbers, at Portland, Maine, 
with headquarters at the Hotel Falmouth. 

March 15, 16 and 17, 1926.—The annual eonvention of the 
Kansas State Master Plumbers’ Assoelation in Kansas City, 
Kansas. 

Marck 17 te 23, 1926.—The first annual National Heating 
and Ventilating Exposition, to be held in the New Madison 
Square Garden, New York City. 
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March 22, 23 and 24, 1926-—The annual eonvention of the 
Missour! State Association of Master Plumbers, at St. Louis 
Mo. 


March 22 and 24, 1926.—The annual eonvention of New York 
State Assoeiation of Master Plumbers, at Binghamton, N. Y. 

March 34, 25 and 26, 1926.—Spring meeting of the Nationa! 
Association of Brass Manufacturers, at West Baden, Ind 


March 298, 1926.—-The annual meeting of the Heating ana 
Piping Contractors New York State Association, at Utica 
N. Y. 


April & and 6, 1996.—The annual] eonvention of the Okla. 
homa State Association of Master Plumbers, in Oklahoma 
City, Okla., with headquarters at the Huckins Hotel. 


April 6, 19236.—The annual eonvention of the Massachusetts 
State Association of Master Plumbers, Ine, In Boston, Mass 


April 6, 7 and 8, 1026.—Third annual convention and ex.- 
position of the Ameriean Oil Burner Assoelation at Detroit, 
Mieh., with headquarters at the Book-Cadillac Hotel. 


April 7 and 8, 1926—The fifteenth annual meeting of the 
Ontario Society of Domestic Sanitary and Heating Engineers, 
n Hamilton, Ontario, with headquarters at the Royal Con- 
naught Hotel. 


April 8 and 9, 1926.—The fourth annual eonvention of the 
Louisiana and Mississipp! Association of Plumbing and Heat- 
ing Dealers, at Bogalusa, La. 

April 12 and 13, 1926.—The annual convention of the Ala 
bama State Association of Master Plumbers, at Montgomery 
Ala. 

April 13 and 14, 1926.—-The annual convention of the Mich- 
igan Association of Plumbing and Heating Dealers, at Kala- 
mazoo, Mich., with headquarters at the Hotel Burdick. 

April 15 and 16, 1926.—The annual convention of the Arkan 
sas State Master Plumbers’ Association, at Hot Springs, Ark 
vith headquarters at the Como Hotel. 

April 19, 20 and 21, 


Associated Master Plumbers of Texas, at San Antonio, 
headquarters at the Gunter Hotel. 





1926.—-The annual convention of the 
with 


April 26 and 27, 1926.—-The annual convention of the Georgia 
State Association of Master Plumbers, at Savannah, Ga. 

April 27 and 28, 1926.—The annual convention of the Colo 
rado Society of Sanitary and Heating Engineers. 

April 29 and 30, 1926.—The annual convention of the Vir- 
ginia State Master Plumbers’ Association in Lynchburg, Va. 

May 3 and 4, 1926.—The annual convention of the Florida 
Master Plumbers’ Association, at Miami, Fla. 

May 10 and 11, 1926.—-The annual convention of the North 
Carolina Master Plumbers’ Association, in Goldsboro, N. C 

May 14 and 15, 1926.—-The annual convention of the Oregon 
Master Plumbers’ Association, at Corvallis, Ore. 

May 17 and 18, 1926.—The annual convention of the Ten 
nessee Master Plumbers’ Association, at Chattanooga, Tenn 
The annual convention of the New 
Master Plumbers’ Association, at Camden, N. J 


May 17, 18 and 19, 1926. 
‘Jersey State 
1926.—-The annual convention of the 
of Master Plumbers, at Los 


May 17, 18 and 19, 
California State Association 
Angeles, Calif. 

May 26, 27 and 28, 1926.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
Lexington, Ky. 


May 27, 28 and 29, 1926.—The second convention of the 
National Association of Plumbing and Heating Salesmen, in 
Detroit, Mich., with headquarters at the Book-Cadillae Hotel 


June 1, 2 and 3, 1926.—-The annual meeting of the National 
Distriet Heating Association, at Niagara Falls, N. Y. 


June 1, 2, 3 and 4, 1926.—The thirty-seventh annual con- 
vention of the Heating and Piping Contraetors National Asso- 
ciation, at Washington, D. C., with headquarters at the 
Willard Hotel. 


Jume 21, 19236—The annual convention of the Kentucky 
Master Plumbers’ Association, at Louisville, Ky., with head 
quarters at the Kentucky Hotel. 

June 22, 33 and 24, 1926—The forty-fourth annual eonven- 
tion of the National Association of Master Plumbers, 4t 
Louisville, Ky., with headquarters at the Brown Hotel. 


October 11-15, 1926.—The eighth annual eonvention of the 
American Gas Assoeiation, at Atlantic City, N. J. 
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A good steel water heater. There 
is profit in selling them but none in 
repairing them ‘cause they don’t 
get out of order. 


KEWANEE BSILER COMPANY 


Kewanee, III. 







_ 
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KEROSENE HEATER 
WICK BURNER TYPE 


An economical. safe, convenient Hot- 
6tream Heater that furnishes constant hot 
Water for domestic use, day and night. 
Noiseless, smokeless, odorless, no generate 
ing Burns 19 two 30 hours per gallon. 
Wick requires no trimming. Sells and 
Gatisfies because it's right. 


LET’S GO! ag sur compiate ne of papular priced 
heaters? Write today 
THE HOTSTREAM HEATER COMPANY, Sante, Ohio 


“‘Makers of Heaters That H 
NEW YORK OFFICE: 210 EAST pon eee 




























200 Gallons Per Hour 


Here is the ideal Electric Water 
System for the average home. It has 
p capacity of 200 gallons per hour. 
Colonel with a 30-gallon galvanized 
tank and a one-sixth H. P. Repulsion 
—Induction motor. Shipped to you 
completely assembled in one crate. 
$125.00 list. 


This Uniflow Pump is a big seller 
It is ruggedly built and guaranteed to 
give satisfaction. Special discount to 
dealers. Write for prices and catalog. 


The Uniflow Pump & Mfg. Co. 
Fifth & Perry Sts. Dayton, Ohie 


he 

























PRODUCTS: ::: 





“GOLD NUGGET” 


BRASS FERRULES 


The manufacture of quality brase 
ferrules is a specialty wito us. If 
you want togive your trade high 
grade,accurately madeand nicely 
finished goods etandardizeonthe 
Richmond Line. Our large ware- 
house stockeand unescelled ship- 
pins facilities makes trading with 
tory prop 


RICHMOND 


Foundry &Manufacturing Co. 
RICHMOND, VIRGINIA 


A-DEPENDABLE : SOURCE -OF - SUPPLY": 


























A.S.H.V. E. Laboratory in Good Shape 


“The Research Laboratory of the American Society of 
Heating and Ventilating Engineers is in better condition 
said Prof 
S. E. Dibble, retiring president, at the recent annual meet- 
ing of that body at Buffalo, New York. 

“W. H. Driscoll, chairman of the Research Committe: 
has worked untiringly during the past year and his thor- 


” 


now than it has ever been before in its history, 


oughness in working out every detail before starting to do 
a future work has been responsible for the present condi- 
tion of the laboratory,”’ Prof. Dibble said. 

Changes have been made recently in the personne! of 
the laboratory F. C. Houghten is now director of the 
laboratory, and since Mr. Driscoll has been elected presi- 
dent of the national body, some one will be needed to carry 
on his work as chairman of the Research Committee 

Few people in the heating and ventilating trade realize 
the possibilities of the research laboratory. And not only 
contractors in heating and ventilating but also health asso- 
ciations, school associations, associations of theater man- 


agers and many others are beginning to look to the lab- 
oratory for exact data and assistance in their heating and 
ventilating problems. 

Speaking of research, Prof. Dibble says: ‘It is very 
difficult for the layman to see the value of fundamental 
research. It requires much time and thought and the 
assistance of well-trained minds. When given a specific 
work to do, these will, after thorough study and experi- 
mental work, develop valuable information. Sometimes 
months of work are spent on problems with practically 
no tangible results. 

“But even though results in research work come slowly, 
the data accumulated throughout the years the American 
Society of Heating and Ventilating Engineers has been in 
existence is invaluable.” 

Prof. Dibble recommended that a committee should be 
appointed, or that there should be some active agency in the 
society, always on the alert to take up problems that need 
attention. Such matters are coming up from month to 
month. Such matters as press reports and reports of 
various organizations released through their technical com- 
mittees——reports that deal with heating and ventilating. 
There is a great deal of mistaken propaganda abroad in 
this country regarding heating and ventilating and Prof 
Dibble thinks the society should be organized to combat 
these ideas instead of allowing them to incubate and per- 


, mitting them to go unanswered for years, as has been the 


case with the resolution of the American Public Health 
Association on the subject of window ventilation versus 
forced ventilation, for instance. Prof. Dibble believes 
that the society should not only have a means for com- 
bating such erroneous propaganda but should also have 
committees to co-operate with the American Institute of 
Architects, the Heating and Piping Contractors National 
Association, American Public Health Association, the Na- 
tional Warm Air Heating Association, with the medical 
fraternity and hygienists generally. 

Prof. Dibble believes, as brought out in his report, that 
the society has kept too much to itself. Not because the 
members thought they knew all there was to be known 
about heating and ventilating, but because it was not 
brought direct to the attention of the society that men 
in other fields were working somewhat along the lines of 
the work of the heating and ventilating engineer 

It was thought by some that the increase in dues t 
support the research laboratory would cut the member 
ship of the society in half, but a survey of the society’ 
records at the beginning of 1926 shows that there was a! 
increase of 10 per cent over the previous year. 
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After cutting 
comes reaming 


The carrying capacity of a pipe is 
governed by its smallest diameter. 
If a pipe is cut and not reamed, the 
burr caused by the cutting reduces 
the diameter -- and the carrying 
capacity. You choose your pipe 
sizes with care; therefore, why alter 
the efficiency of the job by omitting 
to ream the cuts? 


After cutting comes reaming _ if 
the job is to be done right. And 
for reaming there is Mueller’s Pipe 
End Reamer. It does a swift, 
smooth job. Three good steel 
blades, firmly fitted into the tri- 
angular frame, do the reaming with 
the least effort. They are easily 
kept sharp. Ratchet handle makes 
for fast work. 


This handy, efficient, sturdy ream- 
er will serve for many years. Order 
from your jobber, specifying 
G-10675, for reaming pipe up to 
3 inches, or G-10676 for reaming 
pipe up to 1!4 inches. 


MUELLER CO. 


(Established 1857) 
Factories: Decatur, Illinois; Port Huron, Michigan 


Canadian Factory: Branches: 
MUELLER, Limited, Sarnia New York, San Francisco, Los Angeles 


MUELLER 
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Somerville 


(S. I. W.) 








Soil Pipe and 
Fittings 


Are full weight 





Are mechanically correct 








Cost no more than the ordinary kind 


} 

j 
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The Ideal Salesman 


By Hartley G. Walker, recently elected president | 
of the Pittsburg Water Heater Co. 


From time to time there have been brought to my 
notice, formulas which describe the ideal salesman and 
prescribe the method of his selection. According to spe- 
cification this superman approaches six feet in height, 
weighs about 180 pounds and is about thirty to thirty- 
five years old. Some of the classifications go further, and 
demand that he be married and have one child, but I 





Hartley G. Walker 


can't recall whether he must be blond or brunette. I am 
sure that no mention was made of the manner in which 
he combs his hair. This to my mind is just as important 
as most of the other requirements listed. 

No attempt to classify human beings according to phy- | 
sical characteristics to perform certain mental feats, of | 
which selling is one, can be given much consideration. 
The reason for this conclusion is obvious. Take some of 
the outstanding men who have accomplished big things. 
Steinmetz, the wizard of the General Electric Company, 
was small of stature, a cripple—Lincoln was tall. Neither 
was particularly impressive from the viewpoint of phy- 
sical appearance. Yet each was so far beyond any to 
whom he might be compared that the accomplishments of 
While neither was a 
salesman, I cite these two examples as evidence that one 
can’t place an estimate on a man’s mental capabilities by 
a judgment of his physical make-up. 

Would you hire as a salesman a man who has but one 
leg? The mere mention of a one-legged man brings to 
mind a vendor of lead pencils or shoestrings. One would 
think that his inability to get around would be too great 
a handicap. I know of such a man who does not let his 
misfortune handicap him. He asks no favors. He goes 
out each day with the idea that he has a certain job to do 
and he does it. 


these two will stand out forever. 


There is another salesman whose face has a decided 
racial cast, whose English might be described as befitting 
4 Second hand clothing dealer. He, too, is eminently suc- 
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Classic Sink Fixture 


Father of all the other 
combination sink fixtures 
and far and away the 
biggest seller of the lot. 
You'll make no- mistake 
to keep on selling Classics, 





no matter how many 
substitutes come hammer- 


CHICAGO ™™*~ 
F u c ETS The Chicago Faucet Co. 


2700-22 N. Crawford Ave. 
Chicago, Hl. 

























For 
mend 


Chaco is unexcelled for per- 
manently repairing leaks. 
® High or low pressure—im- 
perfect threads or defect- 
ive castings, all are her- 
metically sealed in a 
hurry by Chaco. Hard- 
ens instantly as the 
liquid comes in contact 
with the outside air 
and the mend is there 
\ to stay! Handy and 
J economic al. A l 80 
\\ removes scale, 


Order from your 


\ rhe Seamer Ce 
MYERS HANDY BILLY PUMPS 


For Heavy Duty 


Meet U.S. Navy requirements 
as to construction, capacityand 
) operation. Designed for service 
on ships, in 
mills, mines 
and factories, etc 
Three sizes—4,. 5 
and 6" cylinders, 
single or double 
levers and pis- 
tons, operation 
by one, two or 
four men. Write 
for catalog show- 
ing this and any 
other styles of 
pumps. 

The 
F.E£. MYERS 
& BRO. CO., 
. Ashiand, Ohie 


That 
ODUPLEXO 
Feature 


Without the “Duplex” feature, a water feeder 
must be placed so low that the danger line is 
reached before the supply valve opens. The 
“Duplex” feature assures real water line con 
trol. Ask us to tell you why. 





























Ask for Bulletin D 6. 


MEDONNELL & MILLER 


WRIGLEY BUILDING, CHICAGO 
Eastern Warchouse Stock, Bush Terminal, N. Y 1) 
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When pipe joints leak — 


the news leaks out, too 


usually to the disadvantage of 
the plumbing contractor in the 


case 
Protect your work against unde 
served criticism when inferior 


packing fails. Have your men 
use JENARCO the red vulcan 
ized packing that makes joints 
stay tight 

JENARCO can be relied on not 
to crack, disintegrate nor squeeze 
out at the joint. It is suited for 
use in any joint carrying satur 
ated steam under any pressure, 
or hot or cold water or other 
fluids. 
JENARCO is 
sheets, 
gaskets 
ready 


JENKINS BROS. 


80 White Street New York, N. Y 

524 Atlantic Avenue... Boston, Mass 

133 No. Seventh St, Philadelphia, Pa 

646 Washington Blvd Chicago, II! Jenkins Ready-cut Gaskets 
JENKINS BROS., LIMITED 

Montreal London, England 


J 

e 

N 
JENARCO, 

« 


c 





Jenarco Sheet Packing 


supplied you in 
number of 
is required, in gaskets 
cut to size. 


or if a large 


Canada 


acking 


P0696 > 

















Announcing ~ 


HE NEW O-E Vacu- 

Float Vent, with Verti- 
cal Seat equipped with large 
Monel metal ball permitting 
large venting orifice, insur- 
ing increased capacity. 


Vertical Self-Cleaning 
Knife Edge Seat prevents 
“FOULING” as com- 
pared to Horizontal type. 


In addition to the other 
superior features of the 
NEW 0O-E Vacu-Float 
Vent, the well known O-E 
Thermal Member has been 
embodied to insure the 
users of O-E Specialties the 
usual long life giving quali- 
ties. 








Send for more details. 


O-E Specialty Manufacturing Co. 
Milwaukee, U.S. A. 


10 Keefe Avenue 
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cessful Hiis appearance is at variance with everyon: ot 


the prescribed rules for judging salesmen, but each month 


his sales sheet proves what his physique would seem to 


disprove; that he is a real 
There 


deformities 


producer. 
age Physical 


mean that a man ina 


are no limitations as to or size. 


don't count I do not 
wheel chair could sell sporting goods, but even at that, if 
doubt but that he 


the 


man I have 


himself 


enough 


the 


good 
What 


whether he 


he is a no 


could man thinks is answer to 


can or he cannot 


If a man is willing to gamble his time against what you 


must invest in him, everything being equal, the chances 
are that he will succeed. The man who demands salary or 
who insists on a guarantee is not sold on himself and does 
not believe in the product he is pretending he wants to 
sell. The world is full of drawing account experts-—the 
class that pays more attention to the expense report than 


they do to the corresponding sheet headed ‘‘Sales. 
No chart vet devised can enable one to look into a man’s 


mind to see what is there. This is the process that super- 


sedes all mechanical formulas in the selection of men. 
How is this done? I don't know. The more analysis one 
gives successful salesmen the more convineed is he that 
they do not and cannot belong to any one class. As long 


as they believe in themselves and are determined to suc- 
ceed they possess the most important attribute of success 

There is no formula—there can be no guide to enable 
one to say this man will be a success and that one will! not 
Real Salesmen spring up from the most unexpected sources 
The 


our 


and the apparent winner is often the dismal failure. 
most sane method is to observe the man’s reaction to y 
If he is satisfied to work under a 


terms and conditions 


contract which you know is fair and under which other 
men have succeeded, take him and let him rise or fall 
on the basis of his own merits. They all have to ‘show’ 


vou anyway, to keep on the payroll. 


HOME HEATING WITH GAS BEING CONSIDERED BY 


MASS. LEGISLATURE 
Several bills looking towards the granting of  per- 
mission for the use of illuminating or artificial gas for 
use in house heating in Massachusetts are before the 


Legislature of that state, and there has been no opposition 


expressed to date against the bills. Producers of gas 
favor the bills provided proper scales of prices for gas 
are established 

Proponents of the measures declare that heating ap- 
paratus is now being manufactured which is entirely satis- 


factory to the use of gas and that while the original cost 
of such furnaces and heaters is about 25 per cent greater 
than for the best apparatus now used for burning coal as 


fuel, that the gas burning apparatus is controlled entirely 
by thermostat and eliminates handling of fuel. If an orig- 


inal installation, a savings would be made on cellar ex 


cavation, as a much smaller space is required for gas 


burning apparatus. 
Gas manufacturers say that they must be permitted t 


establish a rate which will get the business in competition 


with coal and oil burning heating apparatus. It must be 
made a standard and not a luxury fuel, hence must b 
available to the small house owner as well as the owner 
of larger means The Committee on Power and Light 


of the Massachusetts Legislature now has the matter unde! 


advisement. 


The Fourth Annual Home Show of the Milwaukee, Wis 
Real Estate Board will be held at the Milwaukee Audit 
rium, March 13 to 20. The features of the show will b: 
the exhibition of building and furnishing materials and 


equipment for the home. 
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Your Prospects Are Asking 


School authorities in every town listed on this page 
have asked us where they can obtain “The Story of 
the Bath” for distribution among their pupils. 
This is your opportunity to enlist the aid of the 
youngsters in your drive for more business. Let this 
sink in—the boys and girls of your town are asking 


ary 20), 1926 


for 


“THE STORY 
OF THE BATH” 


This Coupon Brings Full Details 
MAIL IT NOW! 


1900 Prairie Ave. 
Chicago, Illinois 


My town is marked X 


Alabama— Kentucky— Montana— Kutztown 
Bayou Labatre Clifty Lathair Landisburg 
Corbin Lilly 
— , Nebraska— 
ener . Crofton ae ‘ Mahoning 
ttle Kock Greenup Powell sa Pittstown 
California Richmond Se Mary Reading 


Shillington 


Almeda Springfield 
Stroudsburg 


Nevada— 





Banning 
Felton 
Lompoc 
Monrovia 
San Francisco 
Colorado— 
Grand Junction 
Gunnison 
Moffat 
Connecticut— 
Bridgeport 
Brookfield 
Sandy Hook 
Southington 
Stratford 
Waterbury 
INinois— 
Crystal Lake 
Hyde Park 
Lake Bluff 
W ood River 
lowax 
Audubon 
Cedar Falls 
Corning 
Dubuque 
hansas— 
Ft. Seott 
Kansas City 
Quinter 
Ulysses 


My Name Is 


Maryland— 
Venton 
Massachusetts— 
sjoston 
Foxboro 
Holyoke 
Hopedale 
Maynard 
North Adams 
Northampton 
Michigan— 
Allegan 
Battle Creek 
Bay City 
Detroit 
Fast Lansing 
Grand Rapids 
Minnesota— 
Brook Park 
LeSueur Center 
Lindstrom 
Minneapolis 
St. Paul 
Mississippi— 
Estabuchie 
Jackson 
Pear! 
Pettit 
Missouri— 
folland 
Sikeston 


Yeringtons 


New Hampshire— 
sxeter 

New Jersey— 
Allentown 
Belleville 
Clayton 
Glassboro 
Irvington 
Merchantville 
Newark 
Passiac 
Rockaway 

New York— 
Adams 
Buffalo 
Middleburg 
New York City 
Richmond Hill 
Syracuse 

Ohio— 
Cleveland 
Norwalk 


Pennsylvania— 
Alverton 
Boothwyn 
Dickson City 
East Stroudsburg 
Homestead 
Josephine 


West Philadelph: 


W illowstreet 


South Dakota— 
Irene 


Tennessee— 
Chattanooga 
Knoxville 
Nashville 


Texas— 
Banquete 
Caldwell 
Haskell 
Houston 
Kaufman 
Springtown 


West Virginia— 
Littleton 
Rock view 
Wilcoe 


Wisconsin— 
Boveeville 
Loyal 
Markesar 
Mayville 
Menominee 
Milwauker 
Reeseville 
Sturgeon Bay 
Superior 
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KENNEDY 








Pi 














SALES OFFICES: 


PHILADELPHIA 
CLEVELAND 


DOMESTIC ENGINEERING 





Valves 


and F ittings 


Kennedy products mean satisfied cus- 
tomers. They cost no more than ordi- 
nary equipment, cause no trouble after 
being installed, stand more rough use, 
and last far longer. <A few of the 
Kennedy Valve types are illustrated: 
The Kennedy Radiator Valve, made 
straightway, angle offset, corner, etc., 
with or without unions; the Kennedy 
All-Bronze Gate Valve, one of the par- 
ticularly popular Kennedy types; the 
Kennedy Check Valve, made in a large 
variety of types and sizes, and the 
Kennedy Pennie Backwater and Sewer 
Gas Valve, a sanitary and positive pro- 
tection that should be on every waste pipe. 


Kennedy Malleable Iron and Brass Fit- 
tings go on the pipe easily, and can be 
depended upon to give lastingly good ser- 
vice. These two big tests of good fittings 
are the natural results of the Kennedy 
experience in design, care in workman- 
ship, and conscientiousness of inspection. 


\ trial of Kennedy Malleable Iron and 
Brass Fittings will quickly show why it 
will pay you to standardize on them. 


Send for the Kennedy Catalogue de- 
scribing the entire Kennedy line of over 
5000 different types and sizes. It points 
out the special points of goodness of 
Kennedy products and will help you 
make a selecion for trial. 


Mpc. Co., ELmira, NY. 
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THE KENNEDY VALVE 


Branch Offices and 


EL PASO THE NATIONAL 
NEW YORK: 128-132 White St. 
KANSAS CITY. MO TRADE EXVERSION BUREAU BOSTON: 47 Enda Bt. 
A ° E PLUMB: AND HEATING INDUSTRY. CHICAGO: 
LOS ANGELES oenent Ww? goeercoce. 228 N. Jefferson St. 


SAN FRANCISCO: 
448-450 Tenth St. 
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Thoroughness 


(Continued from Page 20) 


There's a strain of thoroughness in New England busi- 
ness men which makes itself evident in the way they do 
things, from the least important to the most important. 
The arrangements made by Perkins & Curtis for handling 


the work they do is, in every detail, worked out along | 


lines of quiet efficiency. It may be difficult to get them 


to talk about it, but it is there, showing itself in stock 


room arrangements and methods, in the process of laying 
out jobs in that light, airy upper room which is to be seen 
above the store. 


GOOD WINDOW DISPLAYS 
WANT YOU to look at the window display on the right 
| hand side of the photograph at the head of this ar- 
ticl That’s a good window display, both because of its 


| 
| 
| 
} 
| 
| 
| 
j 
| 
| 
} 
| 


| 


arrangement and because of the fact that it is not trying | 


to put over too many things. Notice how the line of valves 
leads the eye naturally to the radiators in the center. 
One glance at the window and its message is clear—this 
establishment may be called upon for valve or radiator 
needs. The “pyramid” arrangement is a good one because 
the eye will naturally follow in the direction it is led; 


and there is no confusion to trouble the eye so that it has | 


difficulty in picking out any one object. 


The same is true of the simplicity of the window on the | 


left-hand side. Remember that a plumbing display win- 
dow is not just like that of a general department store. 
Not many people will expect to ‘window shop” in the dis- 


plays of the plumbing and heating shop. The interest of | 
the display must be directed to prospective purchasers of | 
the equipment which the shop handles. Both of these | 


windows meet that condition. The house owner who is 
having trouble with his heating plant, thinking of chang- 
ing it, or the man thinking of building or remodeling, 
will undoubtedly be attracted by. the radiator display. It 
will remain in his mind after he has seen it because of 
its thorough simplicity. Likewise the man who has need 
of anything in connection with a water supply system is 
going to notice the left-hand window because it speaks 
directly to his need. 

The interior view, the moment you look at it, gives a 
sense of thoroughness and neatness, which runs through 
every part of the establishment. They have a special room 
fitted with bins for brass, galvanized and cast iron fittings 
and nipples, a store room for bath tubs, lavatories, closets, 
etc. In the basement is the storage place for soil pipe 
and fittings, plain and galvanized pipe and on the second 
floor, which is light and roomy, is a sheet metal shop, 
with room for drafting and laying out work. 

Nothing startling, perhaps, about all this. But there is 
certainly an atmosphere of soundness, of healthy manage- 
ment and thorough thinking about the establishment, from 
the simple but efficient window displays, right back to 
that sunny, cheerful office opening into the salesroom. 
And it’s not stretching things to say that to the average 
person the signs of thoroughness about a business estab- 
lishment give most quickly the feeling of confidence that 
the work on the job that is to be let will be done thor- 
oughly. 


On bids approximating $44,000 for plumbing, and $25,- 
000 for heating, Ashwell & Twist, Seattle, Wash., have 
secured the contracts for these installations in the $1,500,- 
00, eight-story theatre, office and studio building under 
construction at Fifth avenue and Union street for the 
Fifth Avenue Building Co. 
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Go Heavy on 


HAMMOND 
VALVES 







They are more economical, can be 
installed quicker and easier and give 
a larger measure of satisfaction per 
dollar than any other valves of their 
type on the market. 


evnees 


Your jobber can supply you 
with Hammond Valves and 
Unions for all steam and 
hot water purposes. Ask 
him, 











| 


HAMMOND BRASS WORKS 
HAMMOND INDIANA 


musene 








eevanencavensnennenen sieve 


| 
! 


The F. N. Du Bois Co., Inc. 


Manufacturers of 


Lead and Brass Plumbing Pro- 
ducts and Blauvelt Bathroom 
Fittings including Packless Sin- 
gle, Double and Triple Faucets 


A comprehensive exhibit of 
The F. N. Du Bois Co.’s pro- 
ducts and the Blauvelt line is 
on permanent display at the 
Architects Sample’s Corpor- 
ation, 101 Park Ave., New 
York City. 


Ninth Ave.& 25th St. New York 
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| Adopted as Standard by Thousands 


HERE is nothing extraordinary about 

this “McR” Compression Bibb, yet the 

—— fact remains that it is enough better 

than the ordinary variety to make it 

the preference of several thousand 
master plumbers. 


Of course, its being made by one of the 
oldest brass manufacturers in the 
country, who know just how a faucet 
should be made to give the maximum 
service and who make it just that way, 
undoubtedly accounts in a large meas- 
ure for its popularity. | 





If you have been ordering your 
brass goods without specifying 
the make, call for ‘‘McR’’ next 
time and note the difference. 
The chances are you'll stand- 
ardize on ‘‘McR’’ too. 











The McRae & Roberts Co. 


DETROIT, MICHIGAN 


L | May y) 


Mention Domestic ENGINEERING when writing advertisers. 
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AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








EASTERN SUPPLY ASSOCIATION ACCOMPLISHES 
MUCH IN TWO-DAY MEETING 

The two days which marked the first 1926 meeting of 
the Eastern Supply Association, held at the Hotel Astor, 
New York City, February 10 and 11, were crammed with 
both thoughts and actions which should help estabfish the 
trade in the East on a sane, profit making basis. 

Conspicuous among the accomplishments was the agree- 
ment by both jobbers and manufacturers to abide by the 
principle of ‘‘make an order an order’’ and to work toward 
the elimination of blanket orders, by making every order 
a contract to be fulfilled by both parties, no matter what 
change in price conditions may bring forth before ship- 


ment is made. 

Of great importance, too, was the naming of a com- 
mittee of ten executives, five manufacturers and five job- 
bers, to poll the members by letter on the advisability of 
the establishment of a national credit bureau for manu- 
facturers of plumbing and heating goods. This committee 
is made up of Joseph Maynard of Boston Brass Co., Wal- 
tham, Mass.; J. W. Oliver of Standard Sanitary Mfg. Co., 
Pittsburgh; M. J. Beirn of the American Radiator Co., 
Buffalo, N. Y.; George Hoffman of Trenton Potteries Co., 
Trenton, and Thomas Powers of Salem Brass & Iron 
Mfg. Co., Bridgeton, N. J., representing the manufacturers, 
and Claude Owens of Washington, D. C.; Edward Smolka 
of New York City; Frank Hubbard of Boston; William 
Tomlinson of Richmond, Va.; and Lester Cole of Troy, N. 
Y., for the jobbers. 

An innovation in the form of closed sessions was tried 
for the first time this meeting, executives only of job- 
bers meeting in one session and executives of manu- 
facturers in another in the morning. In the afternoon, the 
heads of companies of both manufacturers and wholesalers 
met in joint session, threshed out the two major subjects 
discussed during the morning meetings, and conducted 
routine business. 

Make an Order an Order 

At both the closed sessions in the morning, the vari- 
ous sides of the “make an order an order’’ question 
were brought before the members in concrete form. 
One of the chief supporters of the measure among the 
jobbers was Henry D. Gasner of Simon Gasner and Sons, 
Brooklyn, N. Y., who told his fellow jobbers that he be- 
lieved this was the only fair way to do business, and that 
he also felt that adherence to this principle would help 
wipe out unfair trade practices and ruinous price cutting. 

Mr. Gasner was also largely instrumental in tabling the 
adoption of a new code of ethics drawn up for the Associa- 
tion which contains a provision calling for the abolition of 
blanket orders. He told the assembled members at the 
second day’s session that he believed the Association should 
not endorse the code until they were positive they would 
live up to this provision as well as the others. The meet- 
ing then agreed to hold it over until the October meeting, 
with the Board of Directors empowered to conduct a maii 
ballot on the code during the intervening period. 


New Members 

During the first afternoon's executive session, Secre 
tary Frank Hanley gave his reports on the credit bureau 
as well as the treasurer's report. President George Keenen 
made his address of welcome and members balloted on 
membership applications. The following firms were elected 
to full membership in the Association: 

Herschfield & Mayer, Boston; Baltimore Valve Cor 
poration, Baltimore, O.; Universal Sanitary Manufactur 
ing Co., New Castle, Pa.; Johns-Manville, Inc., New York 
City; Thomas Trant & Bro., Hartford, Conn.; Central 
Supply Co., Ine., Passaic, N. J.; Raymond C. Green & Co., 
Jenkintown, Pa. Branch house memberships were given 
to Keystone Supply & Mfg. Co., Bethlehem, Pa.; Sanitary 
Supply Co., Avon, N. J.; Seashore Supply Co., Atlantic 
City, N. J., and the Walworth Co. branches at Buffalo, 
N. Y., Long Island City, N. Y., and Philadelphia, Pa. 

Thursday morning’s session got under way with the 
almost needless introduction of William J. Woolley, vice 
president of the Wolff Manufacturing Corp., and formerly 
manager of the Trade Extension Bureau Mr. Woolley 
spoke briefly about the work the Bureau has done, then 
introduced William Bergner, his successor at Evansville, 
who told of the T. E. B. as he sees it after four months 
as manager. ‘“‘The industry, I believe, has not recognized 
the Bureau's real position,’’ Mr. Bergner said. “Its work 
is to build up the retail department of the industry so 
that the best possible relations between the industry and 
the general public will prevail. Conditions within the in- 
dustry are created by the men engaged in it. We ask 
your co-operation in making the standard of the retail 
department of that industry higher.”’ 

Urge Co-operation 

Howard Coonley, president of the Walworth Co., Boston, 
Mass., had a real message for the assembled manufactur 
ers and jobbers. After touching briefly on the swing to 
ward better business education and the necessity and value 
of business forecasting, he launched into a discussion of 
present conditions and the reason therefor, ‘‘We have for 
two years had unusually fine conditions from the con- 
sumption standpoint, but have made little profit,” he 
affirmed. ‘‘The war gave us too many manufacturers and 
wholesalers. I have no doubt that in ten years the coun- 
try will catch up, and there will be plenty of business for 
all, but in the meantime we must consider that fact. The 
fact that our balance sheets are unsatisfactory is our own 
fault, as we have disregarded the fundamentals of sound 
thinking.”’ 

Mr. Coonley urged the jobber to meet the manufacturer 
fairly. “If you do not pay to the manufacturer a respect 
able return on his investment, you cannot expect it for 
yourself,” he asserted. The speaker felt that “in 1926 
we must change our thoughts. Let’s start co-operating 
Let’s work on a basis of confidence in each other. With 
that as a foundation, we can cut the price cutting that 
has undermined our business structure.” 

George D. Mcllvaine, secretary of the National Pipe 
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and Supplies Association, Pittsburgh, Pa., referred to his Business Conditions 
work on one of the committees investigating the distribu- Then came talks on the current business sit) ation, 
tion problems In the 16 or 17 industries investigated, with L. M. Johnston of A. M. Byers Co., Pittsburg Pa., 
almost all lines showed lower gross profits in recent years. the first speaker. Mr. Johnston reported good biisiness 
One of the big problems of all industries now is the birth for the wrought iron pipe manufacturers, with per 
of new firms, causing territorial problems. One of the big cent of maximum production sold during 1925, and 86 
reasons that over three quarters of the replies to a recent per cent in January, 1926. Yet during the past three 
questionnaire to 218 firms showed insufficient profits is year period, there were never enough orders on their 
that they are trying to cover too large a territory, is his books to keep their mills running over three weeks 
belief Harry Speakman, Speakman Co., Wilmington, D:« had 
He believes that jobbers must have a substantial an optimistic report on the brass goods situation, reporting 
increase in gross profits, and that they must increase the’ that factories were working full speed, and a large num- 
efficiency of their businesses if they hope to do this. They ber of small orders for immediate délivery were coming 
also must content themselves with territories of reasonable in Prices, however, are low, and he believes they have 
size, getting their share of the business in their own dis- hit the bottom for some time at least. 
tricts and getting a fair profit from the smaller volume. Frank Sutcliffe, John Wood Manufacturing Co., Con- 
This can often be done by cutting down overhead, he’ shohocken, Pa., reported that range boilers were heing 
asserts, and thinks the cost of so-called “‘service’’ is ex- sold under the cost of production, with every maker Josing 


“The hope of the jobber is in the spirit of fair 


cessive 
dealing and the upbuilding of confidence in his competitor. 


Co-operation is absolutely essential between jobber and 


manufacturer,” he summed up 
Resale Prices 
The resale price bill was discussed by W. H. Crichton 
Clarke, special counsel for the American Fair Trade 
League of New York City. He showed how it was possible 
for huge corporations who formed chain stores or other- 
wise appointed agents to insist upon a set resale price, 


but impossible for other manufacturers to make contracts 
the “We 


equality for all manufacturers and that is why we are sup- 


with distributors to do same thing demand 


porting the Kelly-Capper bills,”’ he stated. Arguments for 
the bills, for 
distributor to enter into contracts providing for the resale 


which make it possible manufacturer and 


of the manufacturer's products at a stipulated price, are 
lite 
tickets, he 


the standardized prices on postage stamps, insurance, 


government books and railroad out. 


The U.S 


showed a 


pointed 
Chamber of Commerce referendum on the matter 


substantial majority in favor, he informed the 


assemblage, but the necessary two-thirds majority for 
passage was lacking “The present interpretation of the 
law has caused vertical trusts and chains of stores. We 


ask the right to maintain a living profit for the individual 
manufacturer and distributor,’”’ he concluded 

After luncheon had 
to one of the wittiest discourses on 
John L. New York 


dimensions of life. Dr. Davis cited the 


been served, the members listened 
record, made by Dr 
talked on the, 
fact that the first 
bathtub in this country was installed at Cincinnati Decem- 
1842 


of the early 


Davis of City, who 


ber 20, and told of some of the trials of sanitarians 


period. 


Additions recently 
land, 


Ohio. The above view shows the completed plant, 


completed have greatly enlarged the manufacturing 
including the new 
addition, shown at the right, nearly doubles the company’s capacity 


“There 
low,”’ Mr. Sutcliffe stated. He recommended group meet- 
ings of the Central Supply Association, National Pipe 


money. never was a time when prices were go 
and 
Supplies Association, and the Eastern Supply Association 

Great national prosperity is leading to excellent 
for the radiator manufacturers, kh. B 
Flershem, American Radiator Co., stated. ts the 
total volume of these products sold during 1926 to he 


busi- 
ness boiler and 
He expe: 
ap- 
proximately the same as during last year. 

Last year was the greatest year in the history of Spang, 
Chalfant & Co., according to Boyd Watson, reporting on 
steel pipe, and he expects 1926 to show an equal volume 
He stated that 
present time. 

A. M. Maddock, Thomas Maddock’s Sons Co., reported 
firm prices on pottery and a very satisfactory volume of 


of sales. jobbers’ stocks are low at the 


business coming in. 

Wilson Smith, Cribben & Sexton Co., told of the growth 
of the gas range business. 

Then came two jobbers, Henry D. Gasner, 
but narrow 
H. W. Thorndike, Boston, hoping for a bet- 
1925, although he felt that the New 
England territory was better off than many parts of the 


Brooklyn, 


reporting a great volume of business, very 
profits, and 
ter year than in 


country last year. 


REFERENDUM VOTE ON RESALE PRICES 
SHORT OF TWO-THIRDS MAJORITY 
Legislation permitting the maintenance of resale prices 
does not have the support of the Chamber of Commerce 
of the United States. The referendum vote among business 
organizations making up the membership of the Chamber, 


FALLS 


(Continued on Page 75) 








Cleve- 
-story 


of the Grabler Manufacturing Co., 
The 


capacity 
machine shop and warehouse. 
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(Patented) 


The Hajoca Beach Front Combination 


The Beach Front Combination Shower and Bath Fitting is an ideal type for seashore hotels 
and for installation in pipe shafts. The seats on bath and shower valves are removable from the 


back. 


Notice the length of valves. These can be made to suit different thicknesses of wall or hollow 
tile, an indispensable feature for hotels, apartments and similar structures requiring large numbers 
of these combinations. 


For seashore specifications the bath valves are usually furnished for hot, cold, salt and fresh. 
By means of a special diverting device the salt water comes in contact only with the salt water 
valves and these parts are specially made to withstand sea water. The combination can be supplied 
with or without the salt water valves. 


The Beach Front is an exclusive Hajoca patented product and embodies the outstanding merits 
of Hajoca quality brass work. The large nozzle over rim, the shower head and wall flange may be 
furnished in the popular Hajoca china designs as shown or in nickel-plated brass. 


We invite specifications for this combination. Complete information furnished upon request. 
I q 


HAINES, JONES & CADBURY Co. 


Ovunoeo 1658 
HAJOCA PLUMBING GOODS 
Genera OFFICES, PHIL ADELPHIA,Pa,. 


BPASS WORK S, en a0 Le miawa 1RON WORKS, nonnistOwn, oa. 
PHILADELPHIA SAN FRANCISCO SAVANNAH RICHMOND, VA. 
JACKSONVILLE CHARLOTTE NORRISTOWN, PA. WILKES-BARRE 
MACON WEST PHILADELPHIA TAMPA GERM ANTOWN 
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' (Continued from Page 72) 


referred to last week in “‘Domestic Engineering’s’’ review 
of the resale price question, has been tabulated. The vote 


was close. On four of the five questions submitted, a= 


majority voted in favor of the principle of price-mainte- 
nance, but under the by-laws of the organization a two- 
thirds vote is required for commitment. The fact that 
the four propositions favored by advocates of resale price 
legislation, as embodied in the Kelly-Capper bill, secured 
a majority instead of two-thirds endorsement has little 
practical significance, according to the American Fair 
Trade League. This organization feels that a substantial 
victory has been won. 

FRANK H. KNAPP JOINS STANDARD GAS EQUIPMENT 

CORPORATION 





formerly president 
of the Pittsburg 
Water Heater Co., 
Pittsburgh, Pa., has 
recently joined the 
executive forces of 
the Standard Gas 
Equipment Corp., 18 
East Forty-first 
street, New York 
City, as general vice- 
president. Mr. 
Knapp has been con- 
nected with the 
Pittsburg Water 
Heater Co. for the 
last ten years, as 
general manager 
and afterwards as 
president. He was 
also president of the 
Frank H. Knapp ‘Gas Appliance Man- 
ufacturers’ Ex- 
change for three years, and has been a director of the 
American Gas Association for four years. 














U. 8S. SUPPLY CO. NOW ITS NAME 

The United States Water & Steam Supply Co. has 
changed its name to the U. S. Supply Co. This new com- 
pany is a consolidation of the United States Water & Steam 
Supply Co., of Kansas City, Mo., and Wichita, Kans., and 
the United States Supply Co., of Omaha, Nebr., as men- 
tioned in this column two weeks ago. The general offices 
of the new company will be in Kansas City, Mo. 





Cc. S. D. L. MAKES DRIVE FOR NEW MEMBERS 


In a new drive for more members, the membership 
committee of the California Sanitation Development 
League of San Francisco has enlisted the aid of salesmen 
from the different jobbing houses of that city. A mim- 
eographed letter has been sent out to all sales managers 
of jobbing houses asking them to assign to each of their 
salesmen a number of plumbing and heating contractors 
who are listed as that salesman’s customers, and to have 
the salesmen make every effort to secure signed applica- 
tion blanks from those men. 

Special attention will be paid to the bookkeeping 
classes, and other educational advantages given members 
of the league, and the league emblem, which is displayed 
prominently at the place of business of every member. 
A special advertising campaign will soon be inaugurated 
to call the attention of the public to the emblem of the 


Frank H. Knapp, | 





THINGS TO TELL YOUR CUSTOMERS ABOUT TRANE PUMPS 











The copper bhuo 
that aaa sett 


Tell Them: 

“This copper buoy that never sleeps is the float 
inside the receiving tank of a small Trane centrif- 
ugal pump when used for condensation service. 


“It is made of seamless spun copper, and is 
absolutely air tight. 

“It is fastened to a brass arm, and the arm is 
fastened to the Trane float switch. (The switch 
with the pure silver contacts.) 


“As condensation collects in the tank, the float 
goes up, carrying the arm, and tripping the switch. 


“The switch throws on the motor, the motor runs 
the pump, and the pump empties the contents of the 
tank back into the boiler. 

“As the water level in the tank goes down, the 
buoy goes down, tripping the switch again and turn- 
ing off the motor. 

“This little buoy is always on the job, day and 
night. It is one of the reasons why you can install 
a Trane pump and forget it.’ 

The copper buoy is standard equipment on 
Trane centrifugal equipment used for condensation 
service, and on Trane equipment used for return 
line vacuum service, 


For other details see Trane Bulletin 20. 


THE TRANE COMPANY, 204 cameron ave. LACROSSE, WiS 
THREE DOZEN BRANCHES IN U. S., CANADA, JAPAN AND CHINA 


MANUFACTURERS OF HEATING SPECIALTIES 
USING THE GENUINE TRANE BELLOWS, AND 


TRANE PUMPS 


CONDENSATION—CIRCULATING—BOOSTER—VACUUM 
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members will 
before 


league, and it is believed that many new 


look for this 
placing their plumbing and heating contracts 


be enrolled when builders emblem 
efforts 
who hand in 
March 


required 


In order to stimulate the salesmen to their best 


several cash will be awarded the 
the 
31st 


to make a 


prizes men 
1st 


will be 


most applications between and 


of five 
eligible 


February 


A minimum applications 


salesman for a prize. and each sales- 


man is to be requested to report the result of each solicita- 


tion. Fach salesman competing has been supplied with a 
booklet setting forth a number of ‘‘Reasons Why” a 
plumbing and heating contractor should be a member 


ACQUIRES NEW WATER-FRONT PROPERTY 


The Novelty Steam Boiler Works Company, of 917-929 
South Howard street, Baltimore, Md., has just acquired the 
five-acre water-front property formerly owned = and 
occupied by the Chesapeake Iron Works at Westport, Md 
The sale also included all machinery The property is 
served by the Baltimore and Ohio Railroad and the West- 
ern Maryland Railway companies and by several steam- 
ship lines The officers of the company are: Claude C. 


general Raymond J 


Harry D 


Lanman, president and 
Kitchen, 


Meacham, 


manager; 


vice-president and secretary; and 


treasurer and purchasing agent 


BAILEY-FARRELL MFG. 
At the 


COOLS ANNUAL MEETING 


annual meeting of the stockholders of the Bailey- 


Farrell Mfg. Co. held in the main offices of the company in 
Pittsburgh, February 8&8, the following directors were 
elected: George H. Bailey, T. J. Norton, W. B. Bryar, 
Charles G. Noble, R. W. Tener and John O. Gilmore 
Mr. Tener is a new member of the organization having 
been formerly engaged in the iron and steel industry in 
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new addition t 


Pittsburgh Mr. Gilmore, also a the 
board, has been identified with the company for out 
nineteen years as its credit manager and is well wh 
to the trade. J. F. Allen, chief auditor of the com) any, 


was appointed assistant treasurer. 


CALIFORNIA SALESMEN TO ENTERTAIN LADiis 

Discussion of a proposed Ladies’ Night, and the ap; int- 
for it were the chief mat- 
luncheon of the 
Heating 
Richard D. St iro, 


ment of a committee to arrange 
ters of business at the January 21 
Plumbing and 


Oakland 


fornia Association of Sale en, 


held at the Wild Duck Inn, 


of Holbrook, Merrill & Stetson, N. J. Merrill, of the 
Grinnell Co., and Tracy Tibbetts, of Crane Co., were ! ied 
on the committee. A dinner, entertainment and nee 
will be enjoyed, and it is intended to invite not only !.em- 
bers of the organization, but every plumbing and heiting 
salesman in the Bay district. 

To arrange for the entertainment at the next regular 
meeting of the association, which will be held at the same 
place some time this month, a committee, composed of Jack 
Meyers, of the C. W. Abbott Co.; N. J. Merrill, of the 


Co., of the Paul Steck Co., was 


appointed. 


Grinnell and Paul Steck, 


George Rodman, manager of the bowling team of the 
association, announced that his aggregation has been prac- 
tising faithfully and will be in shape to challenge the 
master plumbers’ team at an early date. 


PLUMBING AND HEATING 
APPOINT COMMITTEES 
meeting of the Greater Detroit 
Association the 

Entertainment 


: Tx Do 


DETROIT SALESMEN 
Plun 
following com- 


Prog 


At the bing 


and 


recent 


Heating Salesmen’s 


mittees were appointed. and ram 





SANITARY 
SATISFACTORY 


ASK YOUR JOBBER WHY 


a Wh en eae a 


~ 





























126 Fe ruary 20, 1926 DOMESTIC ENGINEERING 77 





























he 
yut 
wn 
ny, 
es 
nt- 
at- 
ili- 
= n type house, the 
_ x room Spanish type 
the ing tolerably lively at the 
ied it. The lumber that goes into 
a this house is brought to Miami 
from Portland, Ore., coming into 
m- this port aboard a five masted 
ng schooner that made the trip via the 
Panama canal. The conerete blocks 
ular ind the stueco finish on the house 
ste ‘ ontain cement manufactured at 
the big cement works you see on 
lack the right as you motor south 
the through Hudson, N. Y. The yut 
vas ters and leaders are made of Ton 
can rust-resisting metal that is roll 
ed at Canton, O.; the bath tub was 
the cast and enameled at Kohler, Wis.; 
prac- the bath room fittings, it quite like 
the ly might be, are from the plant of 
our late lamented J. B. Wise. And 
so on and so on, until the $6,600 ® 
EN profit is spread back all over the « 
U. 8. A. 

Miami isn’t pauperizing the rest 
ti of the country. It is, for its size, do 
com- ing more to prosper the rest of the 
wvram country than any other city of 
the land. Why? Because it mn % 

ing faster than any oth Ph 


the land. If you 4 
let me tell you x 
gor ' ‘ , 
1925 more than «» 


“<=” NRE THE ACCEPTED 
STANDARD of QUALITY 
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Stock Triangle “J’’ Fittings and you 
will satisfy yourself. 
Will gladly send to jobbers, list 


and discounts. 


JENKINS MEG. CO. 


BLOOMFIELD, N. J. 
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A new and 
timely book 


A new and timely book 
that gives a thorough descrip- 
tion, with plans and illustra- 
tions, of the heating systems 
used in heating small build- 
ings, such as cottages, bunga- 
lows, two-story residences 
and small garages. 

It takes a typical cottage, 
bungalow, two-story resi- 
dence and small garage and 
explains, step by step, the 
heating of each of these buildings by steam, vapor and 
hot water. 

All details of the systems are thoroughly described and 
illustrated. The layouts are so simple that any steam- 
fitter can use them as guides. 

Proper main and pipe connections, the proper connec- 
tions of chimneys, details about vapor heating and many 
other important features are explained 

Heating Residences and Small Buildings contains 
much practical information and will make a valuable 
addition to any contractor's library. 


Price, $1.00 Postpaid 
Published by 


Domestic Engineering 
BOOK DEPARTMENT 
1900 Prairie Avenue :: Chicago, III. 











ENGINEERING 








| Club in conjunction with a luncheon. 


‘the new officers for the ensuing year. 


, captain. 


February 20, |926 


Committee: Frank P. O’Connell, of the American Radi 
Co. Attendance Committee: Ray Penhallegan of the 
Nelson Co., Detroit. Membership and Dues Commitice: 
Glenn Waide of the Scott Valve Mfg. Co. Publicity Com- 


mittee: Chester Elliot of the Detroit Lead Pipe Works. 
Employment Committee: Louis Dines of W. A. Case & 
Sons Mfg. Co. At the same meeting the committee ar 


ranging plans for the national convention to be held in 
Detroit, reported that satisfactory progress is being made 


¢. Ss. D. L. GAINS NEW MEMBERS 

H. P. Murphy, E. J. Sullivan, N. J. Previatti, W. J. 
Mulgrew, and Al. Poulson of Oakland, Calif.; Arthur 
Johnson of Berkeley, P. W. Borrows of the San Francisco 
branch of the Standard Sanitary Mfg. Co., and William 
F, Lane of the Western San 
Francisco, were introduced as new members of the Cali- 
fornia Sanitation Development League at the January 28th 


Asbestos Magnesia Co., of 


luncheon. 

In the absence of President L. J. Kruse, Vice-president 
Russell and appointed Peter P. Schubert as 
chairman of the day, and W. J. Lysagt as sergeant-at-arms 
The chairman introduced as the speaker Raymond D. Han 
son, Chief Boy Scout Executive of San Francisco, who very 
effectively compared good boys, good citizens, and good 
sanitation. A number of members, who attended the con- 
vention of the Pacific Del Monte, sent 
a telegram expressing their regrets because they were 
unable to be present. 


presided, 


Coast Jobbers at 


NORTHERN OHIO GOLFERS ELECT NEW OFFICERS 

The Northern Ohio Trade Golf Association recently 
held its annual business meeting at the Cleveland Athletic 
The report of Presi- 
dent Foster showed that the association made a good start 
last year, and also contained suggestions that will make 
the 1926 meets still more interesting. The report of 
Secretary-treasurer D. M. Kenney showed a substantial 
balance with which to start the new year. 

Following these reports, the meeting proceeded to elect 
They are as follows: 
P. O. Boyden of the W. M. Pattison Co., president; S. 
Mitchell of the Walworth Ohio Co., vice-president; A. W. 
Fullerton of the George Worthington Co., secretary-trea- 
surer; R. M. Stackhouse of the American Radiator Co., 
E. A. Eckhouse of the Central Brass Mfg. Co., 
Harry N. Riddle of the George Worthington Co., and 
Theodore Stueber of the Kennedy Co., were elected as the 
Board of Governors. 





JONES & CADBURY CO. EMPLOYES GIVE 


DANCE 


The Philomusian Club in Philadelphia, was the scene 
of a very pleasant party on Wednesday evening, February 
3, when the employes of Haines, Jones & Cadbury Co., of 
that city, held their first dance of the season. The occasion 
was the sixty-eighth birthday of the company. 


HAINES, 





An Interesting Display 
One of the interesting sidelights of the Eastern Supply 


| Association’s meeting at the Hotel Astor, New York City, 


February 10-11, was a display held by the A. F. Curtin 
Valve Co., of Medford, Mass. Both Andrew F. Curtin, 


| Sr., and Andrew Curtin, Jr., were present to show the 


workings of the Curtin tank fittings, which had been in- 
stalled in an ingenious device in one of the hotel rooms 
Many of the interested members of the association viewed 
the exhibit during the two days. 
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ye OILER-KLEEN rids dirty steam boilers 
the of oil, grease, core sand, rust, scale, etc. 
without harm to boiler metal. 
IVE Easily applied—thus effecting a saving in labor. 
_ Give your customer a carton or two of 
i“ BOILER-KLEEN on new installations. It'll 
, of save you service calls and protect your profits. 
sion 
Packed in 5-lb. containers. 
Buy from your jobber. 
pply JOBBERS: Write today for our proposition. 
rity, 
rtin . ° 
tin, WALTER H. WILD, Distributor 
a 1212 Land Title Bldg. | PHILADELPHIA, PA. 
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BRIDGMAN CO. HOLDS ANNUAL DINNER FOR 
SALES FORCE 
The oldest and youngest members of the sales f: 
of the Bridgman Co., Philadelphia, were present at e 
' annual dinner held at the Elks club in that city recen 
Automatic Gas Water Heater Talks were made by Fred Summers, the oldest mem! -r, 
and Joseph Dorsey, the second oldest member of the sa es 





If you want some real evidence 
about Humphrey Heaters, go to 
the people in your town who own 
them. What they tell you will 
help you to sell others. 


organization. 

Not only was the gathering treated to a very good (in- 
ner, but all those present were invited to a smoker that 
was being staged that night at the club, so entertainm: nt 
of that sort was well taken care of. Speeches were mace 
Humphrey Company by many of the officials of the company, inciuding Presi 

dent George Bridgman, Manager George Wobensmith 
(Dio. Ruud Mfg. Co.) Treasurer W. D. Sharrard and Secretary Frank Ekfe! 
Kalamazoo ° Michigan The various branch managers were also heard from, in 

















Type **a” 
cluding George Hertz of Allentown, Charles Wilsong of 
Chester, Frank Wiese of Reading, and Mr. Pierce of 
o tt Newark, N. J. 
5 0 LIAR E - G E E | VISIT IN SAN FRANCISCO, CALIF. 
lron = Malleablelron FITTINGS F. A. Nitchy, of Crane Co.: E. Neupert, of Walworth 












Co.; Roy Hollobaugh, of Marshall Wells Co., and W. S 
Babson, of the Peerless Pacific Co., all of Portland, Ore., 
We are so proud of Square spent several days in San Francisco, Calif., on their re- 
“(ec fittings that we turn from the Pacific Coast Jobbers’ Convention at Del 

Monte, Calif., recently. M. M. McElwaine, of the Seattle 
stamp on each one a square 


c : f -nst nt Plumbing Supply Co., and B. D. Cruickshank, of the Wal 
as a means OF insta worth Co., Seattle, Wash., also stopped off. 


recognition. ceeileabans 

OHIO BRASS CO. HOLDS ANNUAL VALVE SALESMEN 
CONFERENCE 

Valve salesmen of Ohio Brass Co., Mansfield, Ohio, 

| held their annual sales meeting at the company’s home 








THE GRABLER MANUFACTURING CUO. | 
CLEVELAND, OQ. 





office recently in a four-day conference. These meetings 


e€ are held each year and all the salesmen of the company 

Bigg" Va qi attend the various sessions. Talks concerning new devices 

New a T 
Thermostat 


With 8-Day Clock----7 Jewels 


Remarkably Low Priced! 
Write for Catalog. ; 


AINNEAPOLIS 
\Hear REcutaror Co. 


2801 Fourth Ave., So., Minneapolis, Minn. 





At the Ohio Brass Co.'s sales conference—Top row, left to 

right: D. R. Wolff, E. L. Murray and R. E. Shephard. —Middle 

rew: LL. L. Wilkinson, W. T. Jameson, valve sales manager: 

H. H. Crow and E. J. Kiley. Front row: TT. R. Roberts, A. J. 
Kehoe and F. l’. Myers 


and policies were given by the inside men, while 
salesmen in turn had new ideas to offer from the fi 
The accompanying photograph shows the men who 
tended the 1926 meeting. 


AMERICAN SANITARY MFG. CO., Abingdon, Illinois A new clubhouse and swimming pool are to be 
structed at Lake Parker Yacht Club, Lakeland, Fla 
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Model 411 


ts the 


VERY plumber knows that in the 
show-down a kerosene water heater 
is only as good as its burner. 


That's why Perfection Kerosene Water 
Heaters rank so high. They are equipped 
with the proved oil burners, the same as 
are used on Perfection Stoves. These 
stoves are giving complete satisfaction 
to millions of women. 


These dependable burners have con- 
tributed greatly to making us the largest 
manufacturers of oil burning devices 
in the world. We stake our reputation 
of 25 years’ leadership in the field in 
claiming that Perfections are the best 
Kerosene Burning Water Heaters on the 
market today. 


What It Does 


Here's what the heater does: In 5 minutes 
it heats plenty of shaving water. In 10 
minutes enough for washing dishes. And 
in 30 minutes enough for a bath. 


DOMESTIC 
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in a kerosene 
water heater 





There are four models. One has a 30 
gallon tank which keeps the water hot 
36 hours after the flame is out. Two 
have thermostats. All have dependable 
Perfection burners. 


Mail the Coupon 


Your profits on these heaters are gener- 
ous. Mail the coupon for further infor- 
mation, prices and discounts. Or, ask 
your jobber. Act now. 


PERFECTION STOVE COMPANY 
7551 Platt Ave., Cleveland, Ohio 
In Canada, the Perfection Stove Company, Ltd., Sarnia, Ont. 




















Hot Water 
¢ 
from the Cold Water Pump Pa 
? 
. , . 
Our engineers have just perfected a system Pa (332) 
whereby hot water can be obtained from ye 
the kitchen force pump! It's by means of a Pe 
° > 
3-way valve hook-up of the Perfection Water a I erfec tion 
Heater and the kitchen pump. Send coupon o Stove Company 
for further details. A new market in homes eg? 795! Platt Avenue 
| , ° . ? Cleveland, Ohio 
| without water pressure is wide open. Pa 
. 
a —— _ ? Gentlemen: 
Kod Please send me your new 
? booklet describing Perfection 
e Kerosene Water Heaters and 
their installation 
lam interested in the new 3-way 


PERFECTION 


Kerosene Water Heaters” vane - 


’ 
ff Address 


valve installation 
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PILOT FLUSH VALVES 





LEE 


14>. 


Serres Tea aS c 


2 he » 
Ta LLL Lo q 
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Thompson Starrett Company, Building Contractors 
Frank Grad—Henry Baechlin, Associate Architects 
Elias Berla, Plumbing Contractor 


New Jersey’s Largest Business 
Building Uses Them 


The new Industrial Office Building in 
Newark is equipped with Pilot Flush Valves 
because it has the finest of everything. This 
is just another example of the preference 
shown for Pilots in big business buildings 
where plumbing is installed for the years 
and not for a year. Pilots always mean less 

' maintenance, for their special mechanical 
features make them easy to clean and less 
likely to get out of order. They are econom- 
ical, as they use only the actual amount 
of water required by the fixture to be 
flushed. The Pilots being installed today 
will be good operative flush valves ten years 
from now. They and the firm that makes 
them have a name that is everywhere 
respected in the trade. Your jobber sells 
them or will get them for you. 


HEDGES AND BROTHER 
105 SOUTH STREET, NEWARK, N. J. 
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Personal Mention 


J. B. Murphy, vice-president of the Kohler Co., Kohler, 
Wis., is on a European trip. Accompanied by Mrs. Murphy, 
he sailed on the Aquitania from New York City, January 
31, for London. They will spend two or three months 
in London and on the Continent. 

William M. Byrd, Jr., general sales manager of the 
Alabama Pipe Co., with headquarters in Chicago, spent 
the week ending February 13 in New York City, calling 
on the trade and attending the mid-winter meeting of 
the Eastern Supply Association. 

George E. Keenen, manager of the Walworth Co. branch 
at Bayonne, N. J., and president of the Eastern Supply 
Association, left on February 20 for Miami, Fla. From 
Florida, Mr. Keenen will go to Cuba, thence to the west 
coast. He expects to be gone about six weeks. He is 
accompanied by his family on the trip. 


J. Howard Somerville, of the Philadelphia branch of 
the Reading Iron Co., Reading, Pa., is back at his office 
in the Drexel building after having been confined to his 
home in Reading for some time by illness. 

C. H. Rogers, of the Scioto Valley Supply Co., Colum- 
bus, Ohio, was recently made assistant manager of that 
company and vice-president of the Ross-Willoughby Co., 
Union City, Ind. 

William J. Woolley, vice-president of Wolff Mfg. Cor- 
poration, Chicago, who attended the Eastern Supply Asso- 
ciation meeting in New York City, February 10 and 11, 
planned spending ten days or more calling on the trade in 
the East before returning to Chicago. 


Parke H. Holton, formerly Philadelphia district repre- 
sentative for the Handon Boiler Corporation, New York 
City, has joined the sales force of the Abram Cox Stove 
Co., Philadelphia. Mr. Holton, who has been identified 
with the heating trade in the eastern section of the coun- 
try for the past decade, will cover Brooklyn, N. Y., for 
the latter concern. 


N. Coltrin, formerly with the sales department of Wal- 
worth Co., and previous to that with the American Radia- 
tor Co., has become connected with Howard E. Crum, Jr., 
manufacturers’ representative with offices in the Wrigley 
building, Chicago, and will cover part of the territory in 
which Mr. Crum now represents M. S. Little Mfg. Co., 
Hartford, Conn., Acme Brass Works, Detroit, Mich., Fred 
Pabst Co., Milwaukee, Wis., and D. D. Wessels & Sons, 
Detroit, Mich. 


H. C. Lefler, formerly representative of C. U. Williams 
& Son, and Eastern Division manager of the Williams 
Oil-O-Matic Heating Corp., Bloomington, Ill., has recently 
been appointed general sales manager of The Super Oil 
Heator Co., 275 Connecticut boulevard, Hartford, Conn. 


William J. Lang, Chicago, member of the board of direc- 
tors of the National Association of Master Plumbers, 
writes that he is not chairman but is a member of the 
exhibit and convention committee named for the coming 
national convention at Louisville, Ky., as stated recently 
in these columns. 

William Hayes, treasurer of the Manchester Supply Co., 
Manchester, N. H., has gone to Bermuda on his honey- 
moon. Mr. Hayes was married on February 15 to Miss 
Gladys Crawford. 


Thornton Lewis, president of the York Heating & Ven- 
tilating Corporation, Philadelphia, accompanied by Mrs. 
Lewis, sailed February 3 for the Canal Zone and Colombia, 
S.A. They expect to be gone a month. 
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“CHICAGO’”’ 
No. 2 


Power Pipe Thread- 
ing Machine 





For 
Production and Precision 
Threading 


PORTABLE 


Cc -apacity |r t0 hn 2° Pi 
o 14” + oe 
FEATURING: 
Quick Die Chan 
Automatic Die Bread 
hree Speeds 
Perfected Oil Control 


Send for Catalog 


CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS., U. S. A. 
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Ask for profitable details on the 20 gal. Unit 





THE CLEVELAND HEATER CO. - Cleveland 


the quality Tank Heater Builders for 20 years 
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Save Time 
and Money 


when installing new fixtures on ex- 
isting pipe lines by using the 
SISSON Insertable Joint. It does 
away with short lengths, double 
hubs and “springing’’ and always 
makes a neat, trouble-proof con 
nection, 


R. Estabrook’s Sons 


204 First Street 
South Boston, Massachusetts 
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URO ‘olaomatic 


obsoletes all hand oper- 
ated types. Anyone 
would rather have an 
automatic than a hand 
operated softener. 
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It is easier to sell the 
Duro-matic than it is 
to sell against it. 

THE DURO PUMP & MFG. CO. 


DAYTON, OHIO 
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Improved 


Badger Waste 


—~Lever Operated 
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SEVERAL PATENTS PENDING 


No Panel Required 
Will Not Catch Lint or Sediment 
Cannot Get Out of Order 
Works Like a Pop-Up 
No Stopper Concealed in Wall 


Will Empty Tub in Less Than 
Three Minutes 










Milwaukee Flush Valve Co. 
Milwaukee, Wis. 
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Thomas J. Miles, of Rochester, N. Y., has been appoi: ‘ed 
manager of the district, consisting of that city id 
vicinity, for the EverHot Heater Co., of Detroit, Mch,, 


with offices at 210 East avenue, Rochester, N. Y. 

H. E. Harper, assistant manager of the Burlington B 
Works, Burlington, Wis., is calling on the Eastern tride 
this week, and attended the Eastern Supply Associa ion 
meeting while in New York City. 

R. H. Griffith, the 
Co., of Portland, Ore., has been spending a winter vica- 
tion in California calling on the trade. 


sales manager of Peerless Pa: ifie 


Elmer Marlor, office manager for H. J. Kleinman, Ph ila- 
delphia, Pa., representative of the Central Tube Co., Pitts 
burgh, Pa., and the Casey-Hedges Co., Chattanooga, Tenn 
week 


has been confined to his home for the past by an 


attack of rheumatism. 


Harry Harrison, formerly with McNab & Harlin Manu- 
facturing Co., New York City, has joined the sales depart 
ment of the Howell Manufacturing Co., Hackensack, N. J 

E. L. Calif., recently re- 
turned Angeles 
Diego, Calif. 


Keithley, of San Francisco, 


after an extended trip to Los and San 


Samuel W. Kerr, formerly associated with the M. Stul- 
saft Co., San Francisco, Calif., and more recently with 
Peerless Pacific Co., of Portland, Ore., en 


Northwest representative for the Mueller 
Ill., offices in the Yeon building, 


has |: 
Pacific 
Decatur, 


named 
of 
Portland. 


Co., with 


George E. Robertson, formerly district manager at st 
Louis, Mo., for the Chemical Toilet Corporation, of Syra- 
cuse, N. Y., has been appointed western 
with headquarters in Chicago, for this company. 


sales manager, 


A. A. Ahlff has just been 
appointed branch manager 
with offices in the Jackson 


Building, Buffalo, N. Y., for 
the Standard Heater Company 
of Williamsport, Pa. He will 
the western New York 
northern Pennsylvania 


cover 
He has had prac- | 
| 
| 
| 
| 


and 
territory. 


and later associated 
with the United States Radia- 
tor Corporation for the past 
ten years in the Middle West, 
and lately 
an active ‘* eemeeeeeneeees 
American A. Ahiff 

and Ven- 

Associated with Mr. Ahlff are George 
Axeman as salesmen, both graduates 


Washington, D. C., 
Buffalo. He is 
member of the 
Society of Heating 
tilating Engineers. 
Walker and James 
of Penn State University. 





at 
A. 


James H. Carr, president and treasurer of the Union 
Metal Works, Inc., Chelsea, Mass., has joined the ranks of 
the newly married. Mr. Carr and Miss Irene Goldie, 


formerly of the Music Box Revue, were recently married 
at Everett, Mass. 

W. C. Hanley, 308 Title Guarantee building, New 
leans, La., is now handling the representation 
building equipment department of the Duriron Co., Inc., 
Dayton, Ohio, in the states of Louisiana, Alabama and 
Mississippi. 


ot 


A. P. Christian, of D. D. Wessels & Sons Co., Detroit, 
Mich., who has been calling upon the trade in the eas 
part of the country, left February 10 on a business triy to 


Florida. 


rn 
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ed B. I’. Koch, of The Alliance Vitreous China Co., Alliance, i 
id Ohio, is visiting members of the trade in San Francisco F 
| aioe Aneto, cali RANGE BOILERS 
R. F’. Bierbaum, district manager of the Williams Auto- 
sti matic Heating Corporation, of Bloomington, Ill., was guest 
le of honor in Portland, Ore., at a luncheon given at the | ‘ Riveted 
” Jenson Hotel by the Portland staff of the Power Plant Riveted-Welded 
Engineering Co., northwest representatives of the Bloom- Welded 
the zton concern. On his western trip Mr. Bierbaum will 
ms Bs Sa a ' epee Sure-Tite 
a- visit seattle, San Francisco, Los Angeles, and a number (Copper-Brazed) 
of points in Arizona and Texas. Cc 
Nia- Cecil W. Farrar, vice-president of the Excelso Specialty . B. SCAIFE & SONS 0. 
ts Works, Buffalo, N. Y., and Mrs. Farrar are at Lake Placid, Fennded “"* $s0n8¢ = Pittsburgh 
nn N. Y.. where they are enjoying the winter sports in Te” Os RS.) New York 
in ' : , 1802 Chicago 
ns F. H. Shuster, of the Shuster Plumbing Supply Co., q . 
Philadelphia, is enjoying a vacation in Sarasota, Fla | la 
- E. R. Galbraith, of the New : WAN, 
; Jersey Chapter No. 1, Na- 5 | WAT ae ate r . \ th 
N tional Association of Plumb- | | |) C(t} 
re- ing & Heating Salesmen, was | We) My UY |\ 
y A aa 4" 
in in charge of the recent Ladies’ | 4 Li Ser ease A . \\ 
Night held by the organiza- \ 
‘igh oe ganiz m RADIATOR HANG \\\ 
stul tion. Mr. Galbraith, as chair- , a 8 SB NHI AY HIT IER AG) A 
with man of the entertainment | Gi iF SFA INT MANN Ry Mi —— NY 
committee, will also be in | a ti) ; ) 
peen : a | | We couldn't aftord to say E-Z Radiator \ Hi) 
> charge of the Bosses’ night to | aN Hangers are adopted to any ordinary wall \\ \ Le 
Pile ‘ aa , \wt construction unless we KNOW! Two-by- \ EY 
ling be held in May, and of the | (\\\ four studding has all the strength needed to B/ 
summer outing. | IN hold the pull on the anchor bolt \ Wi) 
inten Sh Chet tin HEALY-RUFF COMPANY \\ Yy, 
i ieorge D. Clewe has re- 770 Hampden Ave. . St. Paul, Minn. \ K(( 
vra cently joined the sales staff “A big help to customers” } ») 
of the Chicago Pottery Co., \ d} | ii 
eer, a . - - . A ANP a 1 A 1b AAA ANY LLP, ane \\ YIN 11 WOH TAH d 
Chicago, and will call on the uk LON i) MA )\S\ Ndi SV 1) Wo 
trade in Northern Ohio and 
Ork state. Mr. Clewell E. R. Galbraith | 
fl known to the trade || UNCONDITIONALLY GUARANTEED 
f a@gzh his several years’ connections with the Borden | 
i; Warren, Ohio, and The Germain Co., Pittsburgh. | »ARROW > 
' 
Arthur W. Wolfgang, field representative of 2 Na- 
. : as £ 1 rey esen 1 e of the Na | TRADE MARK 
ional Trade Extension Bureau, was in Milwaukee, Wis., | 
f recently and visited the Boys’ Technical school and the Sy T 
’ Milwaukee Vocational school. T A 
; E N 
New Trade Literature : . 
Keystone Pottery Co.'s Booklet 
Keystone Pottery Company, of Trenton, N. J., has issued PNEUMATIC—STORAGE—SPECIAL 
: ee gestae “ fifty-four — ibe pnisparteo Black or Galvanized . 
escribing its vitreous china water closet bowls and closet | 
Ce Re | The Novelty Steam Boiler Works Company 
mbinations. Factory, 917-929 3. Howard St. Baltimore, Md. 
OTéS “Zero to Comfort, Quick” | 
ates Under the above title a booklet has been published by | 
Frederick A. Tyler, of Albany, N. Y., describing the | 
nion “Vacuvent” system of his manufacture. The Vacuvent, | aas 
rs of it is stated, is a device to draw the cold air out of the | 
ldie, radiators, at the same time sucking the fresh hot vapor ; ed : 
ried into the radiators. Flush Valves for use in combination with 
all styles of bowls for all classes of 
“How to Heat the Home” service to operate — low or high 
Or- “How to Heat the Home” is the title of a book by Nor- Pee ee oe 
the man Whitelaw, the second edition of which has just been | Water Closets for every type or class of 
Inc., published. This work is designed to serve as a fitter’s service 
nd manual of practical information with directions in detail Frost Proof yay Direct flush é( 
for the installation of steam, vapor and hot water heating or after flushing. @ 
it Systems. The first section, consisting of 123 pages, is | Write for catalog. 
rn devoted to steam and vapor heating, while the second part 
ru . c € c ’ b c ’ e e 
to containing 100 pages, is on the subject of hot water heat- Philip Haas Co., Dayton, O. 
Ing The book is published by the author. 




















Bee Automatically 
Oiled Power Pumps re- 
quire a minimum of attention 


The Deming 
“Oil-Rite” 
Fig. 809 

and render long, dependable 

service, at low cost. Fig. 809 

“Oil-Rite” is a typical exam- 

ple. Send for Special Bulletin 

featuring Fig. 809. Complete 

Catalogue upon request. 

THE DEMING COMPANY 

Established 1880 Salem, Ohio 











Armstrong Bros. 


CHAIN PIPE 
VISE 


DROP FORGED STEEL 


The Ideal Portable Vise 
RAPID--STRONG--COMPACT 
% to 8" Pipe 
One turn of the handle 
releases or grips pipe 
Write for Catalog 


ARMSTRONG BROS. TOOL CO. 


323 N. Francisco Ave., Chicago, U. S. A. 




















The public by thousands is turn- 
ing to No. 1 Buckwheat Coal to 
save $4 to $7 per ton. That is 
why Heating Contractors are 
installing so many thousands of 


Spencer 
steam .vapor or hot water 
Hea 
burn No.1 Buckwheat coal 
WILLIAMSPORT, Pa. 


Buffalo 
Scranton 





STANDARD HEATER Co. General Offices: 


New York oy Boston Philadelphia Baltimore Laneaster 
Schenectady Syracuse Harrisburg 
Detroit 
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Complete. The Job 


fi Make a list of the unsewered homes in your locality 









and you have a list of live prospects for 


San-Equip Septic Tanks 
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> Once sold on the SAN-EQUIP system of [$ 
@ sewage disposal—and that's casy—they @ 
$ are ready to buy other $ 
$ BaN'BUt equipment. $ 
$ N-EQUIP means sales. 3 
us send you proof — 4 
$ NOW. $ 
@ @ 
> 
2 CHEMICAL $ 
$ TOILETCORP. j{$ 
$ 804 Free Street $ 
$ SYRACUSE, N. Y. $ 
‘ 
@ @ 
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W. E. Clow, of James B. Clow & Sons, Chica; who 
recently returned from a visit to the Havana, Cuba, branch 
of the company, is at present studying conditions jn 
Mexico in company with a deiegation of the Chicago Mer 
chants’ Association, which is touring Mexico. 

1906 

The American Radiator Company has increased its 
holdings by the lease of the property adjacent to its 
building at 282 Michigan avenue, Chicago. 

1906 
Henry Fleck, senior member of the Fleck Brothers (o., of 

Philadelphia, will leave next week for a trip through Cali- 

rnia 


fornia. He expects to visit the jobbing centers in Calif 
Oregon and Washington. 





1906 
At the regular monthly meeting of the Chicago Master 
Plumbers’ Association on Friday evening, February 1), 
President W. J. Lang announced the appointment of the 
standing committees for the year. This Saturday eve- 
ning a stag entertainment is to be held, and professional 
talent has been engaged to furnish the program. 
1906 
The Master Plumbers’ Association of Kansas City, Mo., 
held its annual meeting on Thursday evening, Feb. 8, in 
the hall of the Employers’ Association. Charles J. Boyd 
president of the National Association of Master Plumbers, 
was present and addressed the meeting. 
—1906 





























hi A ln lh A le ll All ll i ll te Atle eA he the A 


f 





A plumbing ordinance for the District of Honolulu, Hawaii, 
is being considered by the Board of Supervisors, and it ts 
| expected that it will soon become a law. 
| ————--1906— 
Ruedy have formed a partner 
and have purchased 
Co., 268 





| John Ruedy and FE. G. 
| ship under the name of Ruedy Bros., 
plumbing business of William Stevenson & 


| the 
Front street, Portland, Ore. 
ai 966 


At the regular meeting of the Manhattan branch of the 
| New York City Master Plumbers’ Association, held on 
Tuesday evening, February 6, T. J. Tuomey was presented 
| with a silver loving cup on behalf of the association, as a 
| slight acknowledgment of his valuable services as chair 
board of trustees. 
1906 

An ordinance now before the city council of Spokane 
Wash., provides that installation, inspection and testing 
of gas piping shall be done under the direction and super- 











man of the 





} 














vision of the city plumbing inspector, instead being 
done by employes of the gas company. 
= ~1906— 

Charles R. Crane, vice-president of Crane Co., of Chi 
cago, left last Wednesday for a three weeks’ trip through 
Mexico and the South. His trip includes av it to \ew 
Orleans during the Mardi Gras festival. 

1906 
The question of providing Callao, Peru, with a <uitable 
water supply is being considered. It is also oposed 
to furnish a direct sewage outlet to the sea instead of to 
the river, for Lima, Peru. 
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THE TRADE 








WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








New Business “Ventures 


F. W. Spencer has opened a plumbing and heating 
business at Leavenworth, Wash. 

The St. Petersburg Plumbing Co., of St. Petersburg, 
Fla., has been incorporated with a capital of $150,000, by 
k. L, Harris and J. W. Percy. 

J. T. Hill recently opened a plumbing business at 317 
Vanira street, Atlanta, Ga., under the name of the Security 
Plumbing Co. 

J. E. Harrison & Son have opened a heating shop in 
Memphis, Tenn. Mr. Harrison was formerly with Tutt & 
Harrison Plumbing & Heating Co., 303 Poplar avenue, in 
that city. 

Gehri Heating & Plumbing Co., Tacoma, Wash., has 
been incorporated with a capital of $15,000, by A. B. and 
A. L. Gehri. 


Fuller Electric & Plumbing Co., Boston, Mass., has 
been incorporated with a capital of $2,500. The incor- 
porators are: Michael H. Fonseca, Marshall E. Fuller 
and Jeanie N. Fuller. 

M. J. Ford Co., Bridgeport, Conn., has been incor- 
porated, to conduct a plumbing and.steamfitting business, 
with a capital of $25,000. The incorporators are: M. J. 
Ford, 2434 Main street, Bridgeport, and others. 

Robert Hurle has opened a plumbing shop in Milford, 
Conn. During the past 25 years he has been employed in 
the plumbing shops of Noyes Bailey and Fred Van Syckle. 

The Pease Co., Springfield, Mass., has been incor- 
porated with a capital of $30,000, to deal in oil burning 
equipment. The incorporators are: William W. Morency, 
President; Walter S. Pease, 35 Westminster street, Spring- 
field, treasurer, and Paul H. Wagner, secretary. 


J. M. Cashman Co., Boston, Mass., has been incor- 
porated with a capital of $25,000, to deal in automatic 
water sprinklers and similar devices. The incorporators 
are: Joseph M. Cashman, Quincy, Mass., Robert B. 


Crocker, Belmont, Mass., and John L. Sullivan, Dorchester, 
Mass, 


Business f hanges 


N. FE. Clayton and M. N. Barton have dissolved the 
partnership in the plumbing business of Clayton & Barton, 
15 Gordon street, Atlanta, Ga. Mr. Clayton will retire and 
the business will be continued under the direction of 
Mr. Barton. 

Joseph Needham, formerly associated with the plumb- 
ing firm of Mayfield & Needham, 131 East Bay street, 
Jacksonville, Fla., has assumed complete ownership of 
the South side acreage and Pable property of that firm. 


Mr. Needham’s headquarters will be at 2136 Laura street, 
Jacksonville. 


ASSURES ANNUAL PRIZE FOR BEST SCHOLAR AT 
PHILADELPHIA, PA., TRADE SCHOOL 

The assurance that the annual prize for the boy with 
the highest general standing during his course at the 
Philadelphia Trade School would be continued was mani- 
fested recently, through the generosity of T. Monroe Dob- 
bins, president of the Camden Pottery Co., Camden, N. J., 
who added $2,500 to the donations already made by his 
late father for this purpose. 

The custom of giving a reward to the boy with the 
highest two-year standing was inaugurated a fifth of a 
century ago by the late Murrell Dobbins, founder of the 
Camden Pottery Co., then a member of the Philadelphia 
Board of Education, Mr. Dobbins setting aside a fund for 
this purpose. The plan of the present donor is to make 
the gift perpetual by the investment of the money. 
BUY-YOUR-OWN-HOME EXPOSITION TO BE HELD IN 

BROOKLYN 

The fourth annual Buy-Your-Own-Home Exposition in 
Brooklyn, N. Y., will be held at the Twenty-third Regiment 
Armory in that city, April 5-10. The show will be under 
the personal direction and management of Stephen T. 
Rogers and Joseph O’Malley, and, like its three pre- 
decessors, will feature adiiennnamiee and heating exhibits 
CHARLES D. HARRIS HONORED BY CENTRAL SOUTH 

SANITARY CLUB 

The Central South Sanitary Club of Chicago holds its 
regular meetings in the first week of each month at 
club headquarters, 3457 Cottage Grove avenue, Chicago. 
When the time came for the February meeting, on the 
second of the month, Charles D. Harris, president of the 
club, and second vice-president of the Illinois Master 
Plumbers’ Association, was called on the phone and asked 
to come to the meeting early to talk over a few important 
matters with some of the other officers. Although he 
didn’t understand the request, Mr. Harris was ahead of 
time, and arrived to find the whole club in full attendance, 
sitting around a festive banquet board awaiting the guest 
of honor. The occasion was a surprise party for Mr. Harris 
in honor of his election to the office of second vice-presi- 
dent of the state association. Several talks were made at 
the end of the gastronomical festivities, and Mr. Harris 
thanked the club for honoring him. 





SACRAMENTO MASTER PLUMBERS FEAST ON DUCK 

Nimrods among the membership of the Sacramento, 
Calif.. Master Plumbers’ Association were hosts to their 
fellow members at the annual Duck dinner, given in the 
M. P. A. headquarters. In spite of the prevailing scarcity 
of ducks this year, the party which was held on January 
20 gave proof of the excellent marksmanship of the mas- 
ter plumbers. Among the guests of the Sacramento asso- 
ciation were L. J. Kruse of Oakland, and Henry Morris, 
president of Holbrook, Merrill & Stetson, San Francisco. 
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oficial photograph of the annual banquet of the Iowa Master Plumbers’ Association, held recently in 
Des Moines, 


lowa 
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and 


R. Spilberg, Wm. Fussner, 
David Perlick, S. A. 
The Master Plumbers, Steamfitters 
Workers’ Association of Elizabeth, N. J., 
the officers for the 
George L. Bird; vice-president, Oscar Hess; 
C. Conkey; treasurer, James F. Hardiman. 
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The Master Plumbers’ Association, of Bridgeport, 
elected the following 
toberts; vice-president, Joseph J. 
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recently officers: President 
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Schietinger; 
Finch, and treasurer, Robert T. Rock. 
At 


Association 


the recent annual meeting of the Master Plumbers 
of Mich., the following office 
were elected for the ensuing year: President, James © 
Wall, Jr.; L. A. Schoolmaster; secretary, 
W. A. Johnson; treasurer, F. P. Schuur. 

The Erie 
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At the reeent annual meeting of the Master Plumbers 
& Heatin Dealers’ Association, of St. Petersburg, Fla., 


the following officers were elected for the ensuing year: 
president, Lee R. Sheffield; vice-president, F. M. Quinlan; 
seretary, E. R. Lorimer; treasurer, C. J. Godsey. 

The Master Plumbers’ Association of Binghamton, N. Y., 
recently held its annual meeting and elected the following 


offeers: President, T. J. Cronin; vice-president, W. S. C. 
smith; treasurer, C. H. Hakes; secretary, Alex Auchi- 
nachie. 

At the recent annual meeting of the Association of 


vaster Plumbers, Inc., Utica, N. Y., the following officers 
were elected: 
George Hughes; 
fay Guckemus. 

At a recent the Joliet 
Association, Joliet, Ill., the following officers were elected 
fo the ensuing year: President, A. lL. 
president, Frank Poehner; secretary and treasurer, E. P. 
Schuessler 


President, A. M. Obernesser; vice-president, 


secretary, W. E. Stradling; treasurer, 


meeting of Master Plumbers’ 


Henschen; vice- 


At a recent meeting of the Master Plumbers’ Associa- 
tion of Washington, D. C., the following officers were 
elected for the ensuing year: President, R. J. Barrett; 


W. E. 


secretary, 


second 


Bentley; 


Owens; 
Frank 


first vice-president, 
W Koehler; 
W. Quinter 


vice-president, 
treasurer, F 


M. H. Peterson Called by Death 

M. H of the of M. H. 
1045 Minnesota avenue, Kansas City 
that Mr. 
Kansas Master 


Peterson, firm Peterson & Co., 


Kans., died recently 
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the 
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N¢ 


, he know that the coal strike has created unusual interest 


You also know that most owners object to the 


But do you know that most of this noise can be eliminated by 
installing the proper type of boiler? 


A Burnham Boiler with its long back and forth fire travel is 
particularly well adapted to oil burning. 


In the first place, this long fire travel absorbs every possible 


long fire travel mufHles the 
vibration and noises of combustion, before 


You can recommend a Burnham Boiler for any heating job 
There 


White for catalog showing the complete Burnham Family 


IRVINGTON, NEW YORK 





a ios oats 
Women’s Auxiliaries 


Minneapolis Auxiliary Organized 

The Women's Auxiliary of the Minneapoli Retail 
Plumbers’ Association was recently organized, and the fol 
lowing officers were elected for the ensuing veat Pre 
dent, Mrs. O. P. Bahneman; first vice-president, Mrs. Oscar 
Johnson; second vice-president, Mrs. J. D. Keefe; third 
vice-president, Mrs. Oscar Bergeson; secretary, Mrs. W. F 
Chapman; treasurer, Mrs. H. W. Strader On January 
23rd the new auxiliary gave a ball at the Nicollet Hotel 
One thousand people attended the affair, which was 
great success, On February 11th an interesting valentine 
party was held at the association headquarters Mrs 
Oscar Johnson was chairman of the general arrangement 
committee. 

Germantown Women's Auxiliary Elects Officers 

Mrs. J. N. Jerman will again direct the activities of the 

Ladies’ Auxiliary of the Germantown Master Plumbers’ 


Association during 1926 Mrs. Jerman was _ re-elected 
president at the regular monthly meeting of the Auxiliary 
held Monday evening, February Ist Mrs. James Magee 
was re-elected vice-president, and Mr James MeStay was 
again named secretary-treasurer. The ladies are planning 
many social events for the near future 
Portland, Ore., Auxiliary Holds Card Party 

The Women’s Auxiliary of the Master Plumbers’ Asso 
ciation of Portland, Ore., held a card party January 30th 
at the home of Mr. and Mrs. W. T. Finnigan, 316 East 
Twenty-ninth street. The purpose of the party aside from 
a real get-together social time, was to raise a little money 


toward for the fund of 


the 


the auxiliary’s pledge cholarship 


National Association o each guest was charged ad 


Seg 





nome trom 





they leave the 


won't be any “come 











Canadian Offices 
Harbor Comm. Bldg., Toronto 
124 Stanley St., Montreal 
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The Celebrated 


PEERLESS 


KITCHEN BOILER 


(Combined Range Boiler and Gas Water Heater) 


The Celebrated ‘‘Peerless’’ 
Kitchen Boiler is the best gas 
heating boiler on the market. 


The ‘‘Peerless’’ originated the 
gas heating boiler business, 
created the trade demand and 
has served the field for 15 years 
with great distinction. It has 
been much imitated but never 
equalled. 


The Peerless is made in all 
sizes. Numbers 18 - 24 -30-32- 
40 - 42 - 52 - 66. 

YOUR SUPPLY HOUSE WILL 
SELL YOU THE “PEERLESS” 

SEE DOMESTIC ENGI 
NEERING CATALOG DIR 


ECTORY FOR FULL INFOR 
MATION OR WRITE US. 


PEERLESS RANGE BOILER 
CORPORATION 
108 So. La Salle St. | CHICAGO 

















The 
CLIMAX 
Cellar 


Drainer 








Why use uncertain and costly water-proofing of cement, 
asphalt, tar, etc., when the CLIMAX Cellar Drainer is 
80 positive, dependable and inexpensive? The CLIMAX 
is usually installed in the end; why try something else 
in the beginning? 





BALTIMORE. MD. 
tye? 7” Pacific Coast Agents: 
Wm. P. Horn Co. 


Rialto Building, 509 Wilcox Bidg., 
San Francisco, Cal Los Angeles Cal. 


L. C. Smith Building, Seattle, Wash 

















mission. Card games were played and deliciou refresh 


| ments followed. About thirty-five were present 


Salem, Ore., Auxiliary Re-Elects Officer< 

The Women’s Auxiliary of the Master Plumbers’ Aggo 
ciation of Salem, Ore., held its first meeting of ‘he yey 
at the home of Mrs. Theo. M. Barr. 

At this meeting by unanimous vote the former officers 
were re-elected: Mrs. J. A. Bernardi, president: Mrs, T 
M. Barr, vice-president; Mrs. John B. Nathman, 'reagurer 
and Mary T. Schoettle, secretary. 

After the meeting the ladies joined the membrrs of the 
master plumbers’ group who were also holding th«ir meet 
ing at the Barr home, and a social hour with lunch fo) 
lowed. 

North Shore Auxiliary Entertains Master Plumbers 

The Women’s Auxiliary of the Evanston-Wilm: tte-Kep 
ilworth-Winnetka and Glencoe Master Plumbers’ Assoela. 
tion entertained the master plumbers at a dinner and 
dance at the Evanston Hotel, Wednesday evening, Febry 


/ary 10. This is an annual affair of the auxiliary, and 


looked forward to as one of the most enjoyalile socia 
events of the association. 
After a well-served dinner the eighty-eight guests re 


paired to the ballroom or the card tables, and spent the 
rest of the evening in the pursuit of pleasure. Mrs. Fred 
Flader, of Evanston, was chairman of the committee in 


charge, and she was ably assisted by Mrs. N. J. Mergen 
thaler of Wilmette, Mrs. George A. Kearney of Evanston 


| and Mrs. George S. Wood of Winnetka, president of the 
| auxiliary. 





GERMANTOWN M. P. A. ENTERTAINS WIVES AND 
JOBBERS 

One hundred and five persons sat down to a delicious 
dinner at the Waterview Recreation building in Germap- 
town, Pa., Thursday evening, January 28, later enjoying 
vaudeville entertainment, and still later, lured by inviting 
strains from the dance orchestra, appropriated the re 
mainder of the evening for dancing. These hundred ané 
five were made up of members of the Germantown Master 
Plumbers’ Association, their ladies, and their friends from 
among the jobbers. This was the first master plumbers 
affair in Germantown to which members of the supply 
trade had been invited, and was so successful from every 
standpoint that J. N. Jerman, who was chairman of the 
entertainment committee, received much merited praise 
for the innovation. 

The gathering was also entertained by John A. Quin 
chairman of the Apprenticeship Committee of the National 
Association, and president of the Philadelphia Master 
Plumbers’ Association, who reviewed the apprenticeship 
situation, and told of the efforts being made by his com 
mittee and associations throughout the country towaré 
correcting this evil. Another feature was the presence 
of a councilman, Howard Smith, who is also a mastet 
plumber. Mr. Smith made a talk on the benefits of a 
sociation membership, lauding the Ladies’ Auxiliary {or 
the splendid work it has done, and ascribing to them the 
credit for making the Germantown Master Plumber 
Association more active than formerly. 





Plans have been completed by Jackson, Robertson é 
Adams, architects, 1216 Turks Head building, Provident 
R. L, for the State House annex at Smith and Davis streets 
The project is in charge of the State House commission 
of which John S. Holbrook is chairman. The final 
proval of an $800,000 appropriation for the constructio 
of a 3-story brick, steel and stone structure is being soust! 
at the next general assembly. 
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The annual banquet of the Master Plumbers’ Association of Montclair, Bloomfield and Vicinity at the Elks Club, Bloomfield, 
N. J.. January 27th, as reported on page 68 in last week's iasue. 


This &9 That, Here & There 


The Merrill Co., 98 Granite street, South Boston, Mass., 
has been awarded the heating contracts on the Gillette 
Safety Razor Co.’s new building in Boston; the Harvard 
University buildings, Cambridge, Mass., and the Canada 
Dry Ginger Ale Co. building, at Hudson, N. Y. 


The Arnold Co., Butte, Mont., has been awarded the 
heating and plumbing contracts on a $100,000 building 
to be erected by Louis Dreibelbis. The total bid of the 
company on the two contracts was $5,730. A $6,500 
sprinkler system will also be a feature of this building. 


Carl Linde, architect, Western Bond & Mortgage build- 
ing, Portland, Ore., is preparing plans for a $500,000 


bank building for Seattle, Wash 
for builders’ estimates on March 


Plans will 
Ist, and it is expected 
to have the structure completed by the first of next year 


be ready 


Mr. Linde is also in charge of plans for the $1,500,000 
hotel built in Seattle, at Ninth and 
Plans for this will not be ready for contract figures before 
July ist, and building operations will start as soon as pos 
sible after that date 


to be Pine streets 


The state normal school at Ellensburg, Wash., will build 


a men’s dormitory Plans are now being prepared which 
$100,000. The school 


also contemplates another women’s dormitory in the near 


eall for a structure to cost about 


future, but no definite plans for this have been started 


St. Marks Protestant Episcopal church of Seattle, Wash 
plans the construction of a new building to cost between 





Stop-and-Waste 
Specialists 


We make Compression Stops, Globe and 
Angle valves too, but most parts are 
standard on all our valves. 





That enables us to specialize on a greater 
volume and helps make them better than 
they have ever been made before. 





We do not make a general line of brass 


goods. 
OLUMBUS,OHIO 


Formerly 
Ohio Brass & Pump Co. 
Columbus, Ohio 
Established 1898 





is an outstanding 
feature of every item 


in the TRENTON 
Line of Brass Plumb- 
ing Products. 
Their extra weight 
gives them a rugged 
strength which en- 
ables them to out- 
last many fittings 
which cost 
considerably more. 





Your Jobber Has Them 


The Trenton Brass 
and !Machine Co. 


Trenton 33 


New Jersey 
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000 ice manufacturing plant in Atlanta, Ga 


in city 


build 


College on Forrest 


& Coal Corporation will a $125, 


of Chicago, is building a $3,500, 


Atlanta, Ga 


Sears, Roebuck & Co., 


000 plant on Ponce de Leon avenue, 

The 
is breaking ground for a 
that 
Macey & C of New 
000 store building on Peachtree and Ellis streets, Atlanta, 


Atlanta, 
East 


Georgia Baptist hospital association, Ga., 


$500,000 building on street 

in city. 

oO York City, are building a $2,500, 

Ga 
The 

from 


o., Atlanta, Ga., recently moved 


Highland 


Baxter Plumbing C 


Jackson street to avenue and Fortune 


street in that city. 


The Brumbelow Heating & Plumbing Co., Atlanta, Ga., 
will install the plumbing and heating systems in the 
Georgia State Tuberculosis Sanitarium at Alto, Ga., and 
in the State Board of Health building at Atlanta 

The National Biscuit Co., will erect a $1,000,000 bakery 











“ENTERPRISE” 


Brass Goods 


are designed, made, finished and 
priced to meet the requirements of 
the average installation. If that is 
the kind of Brass Goods you need, 
order from Enterprise catalog ‘“‘B.’’ 


Your jobber can supply you. 


Enterprise Brass Works 


Muskegon Michigan 
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and office building on East Hunter and Bell reets, 
Atlanta, Ga. 

La Grange, Ga.. plans to extend a pipe to the ( hatta- 
hoochee river, about 15 miles away, so as to insure avainst 
a repetition of the water shortage of last summer 

Lynch & Johnson, Atlanta, Ga., have been irded 
the plumbing and heating contract on the Wheat Street 
Baptist church being erected on Auburn avenue that 
city. 

The Tavares Hotel Co., of Tavares, Fla., will ct 
$250,000 hotel with 70 baths, in that city. 

The American Heating & Ventilating Co., of 16 South 
Fighth street, Richmond, Va., has been awarded the 
plumbing and heating contract on the $56,355 school 
building, in that city. 

The Memphis Heating Co., 262 Madison avenue, Mem- 
phis, Tenn., has been awarded the heating contract on the 
Nurses Home of the General hospital in that city, on a bid 


of $17,000. 

O. Bergerson has succeeded Fred S. Smith as secretary 
and manager of the Minneapolis Retail Plumbers’ As- 
sociation, Minneapolis, Minn., according to a recent an- 
nouncement. 

David Dernon, of Memphis, Tenn., is erecting a two- 
apartment building on Eastmoreland and South Camilla 
streets in that city. Pritchard Bros., of Memphis, have 
been awarded the plumbing contract, and the Memphis 


Heating Co., of the same city, is installing the heating 
P. J. Kane & Son, 414 Fifth avenue, North, Nashville, 

Tenn., been awarded the plumbing and heating con- 

Ardmore apartments, 1215 Eighteenth avenue 


have 
tract on the 
that 


in city. 


ND 
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se 
+ ed 








New 74 Inch Rundle Sink 


What beauty, balance, perfect proportion —that’s 
the first thing you'll say on seeing the big, new 
member of the famous Rundle line. 


74 inches long, 22 inches wide, this double-drain Rundle 
Sink is the type of fixture that appeals to builders of 
large, fine homes. Like all Rundle products it combines 
perfect beauty and utility. Highest grade materials 
throughout. Advanced design. Smooth, flawless, beau- 
tiful finish. Embodies all the refinements developed 
through 25 years of Rundle manufacture. 


Write for complete catalog today. 


RUNDLE MFG. CO., Milwaukee, Wis. 


RUNDLE 


Plumbers’ Sanitary Enameled Ware 
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"oo, Au-tin & Kay, Burien City, Wash., have been awarded 
the plumbing and heating contract on the Lake Burien 
atta- Grade school under construction for School District No 
“ainst 183 in King County. 
The I. O. O. F. of Fort Worth, Tex., is contemplating 
irded the construction of a new lodge building to cost $125,000 Op FI t St T p 
— The Central Presbyterian Church, of Fort Worth, Tex., en 0a eam ra 
that is having plans made for an auditorium, Sunday school, For high and low 
and parsonage, total cost to be $250,000. Shepard & pressure service 
rom a Wiser, Long Bldg., Kansas City, Mo., are the architects 
The First Christian Church of Brownwood, Tex., plans 
South a new building to cost $100,000. The Coggin Baptist 
| the Church, also of Brownwood, plans a new edifice to cost 
chool a like amount. 
Cc. D. Cain, Ravenia street, Dallas, Tex., plans the con- 
Mem- struction of twenty-three cottages of five rooms each. 
_ a The Bell Telephone Co. will erect a $125,000 building 
a ; at Hoquiam, Wash. Work will be started about March 1, 
and completed by November. H. V. Collins is manager 
retary of the Grays Harbor exchange. 
8 4S Sorey & Vahlberg are drawing plans for a new hotel 


nt an- . eres " nt : mee ; 
- building at Wichita Falls, Tex. It will be of brick, hollow 
tile, stone and concrete, 5 stories, 150 rooms, and will 


two- cost $250,000. 
amilla Giescke & Harris, of Austin, Tex., are drawing plans 

have for a new high school at Weimar, Tex., 2 stories, 13 rooms, 
mphis of brick, stone and concrete, to cost $60,000. 
ing . , : : ‘ $ ‘ 

Ernest O. Thompson, of Amarillo, Tex., plans the con- For typical installation and roughing in dimen- 

‘hville, struction of a 5-story hotel building of brick, stone and | sions see pages 71 to79 General Catalog No. 28 
£ con- 
avenue CHICAGO EPS. LEAR 











Gockel 
' acked Ly 
U4 Nears 
7 Experience 


No. 66 Ball Cock 
































} A simple, quiet, positive-acting, and 

st durable ball cock made of the highest 

grade bronze with a steam metal seat. 
The fact that there are more than half 

k a million in daily use and the steadily 
increasing sales is an indication of 

re their popularity and merit. 

le SHERWOOD BRASS WORKS 

el Jefferson & Mt. Elliott Aves., 

os DETROIT, MICHIGAN 

ed 





Illustration at the right 1s a 
close-up oiew of the simple 
mechanism unassembled. 













\t the annual convention of the Minnesota Retail Plumbers’ 
Association, held recently in St. Paul, Minn.—Top picture, 
left to right: L. R. Friend, president, Master Plumbers’ Asso- 
lation, Milwaukee, Wis., and Geo. F. Reeke, of Green Bay, 
ate. Wis.—Middle Pieture: F. C. Kuetemeyer, of Milwaukee, Wis., 
, President, Wisconsin Master Plumbers’ Association.—Lower 
a) pieture: Jacob Schuh, of Milwaukee, Wis., and F. H. Farrell, 
of Duluth, Minn. 





One Pin HoldsSAll 
Partsin Place 
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The 
Separable 


Metaphrams The 


Dr 


Each Metaphram or “wafer” is 
a hermetically sealed chamber 
containing a volatile liquid 
which expands with increase of 
temperature. Several of these 
together furnish the power that 
operates the lever. 





The separable Metaphrams are 
“cage assembly” and are lifted 
from the well as a unit, should 
replacement ever be necessary. 
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A regulator is standard trimming on a steam 
boiler. Why not on hot water? 

A steam installation would not be complete 
without a regulator. Everyone knows that. 
Then why should you omit it on a hot water 
job? It’s just as important for economical 
operation. 

You can make hot water installations more 
profitable, more efficient and more satisfac- 
tory by adding a 


== METAPHRAM & 
DAMPER REGULATOR 


There is a fertile field for you, selling and in- 
stalling this sensitive but positive, much 
needed regulator—on new or old installa- 
tions. 

Order from your jobber or direct. 


Write for circular. 


NATIONAL REGULATOR CO. 


2301 KNOX AVENUE CrHrirCAGO 
European Office: A. J. Assheton, 18 St. Thomas St., London, S.E.1, Eng. 








—a “Chicago” for every service 


PECIAL conditions require special types of pumping 
equipment. Whatever the conditions, there is a 
“Chicago” designed to meet them. 


The illustration below shows the “Sure Return” Condensation 
Pump and Receiver designed for capacities up to 10,000 sq. ft. 
direct radiation and pressures up to 10 lbs. Quantity produc- 
tion on the “Sure Return” enables us to give you the highest 
quality at a very low price. Delivery in 24 hours. 

In addition to the “Sure Return,” we manufacture a complete 
line of horizontal and vertical Condensation Pumps for capaci- 
ties up to 200,000 sq. ft. direct radiation and pressures up to 
200 Ibs. Write for bulletin. 





Fig. 1947 


Chicago Pump Company 
Quality centrifugal pumps for every service 


Condensation— Fire—Circulating— Vacuum 
Bilge—Sewage— H ouse 


2322 Wolfram Street Chicago, Illinois 
eee 
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[pr eremicers 


Works Without Watching 


The a 
“ 

z 

“it 


ar 


ADVANCE 
IDEAL 
Automatic Cellar 


Drainer 


is built for long and uninter- 
rupted service—and invariably 
gives it. Once installed, it needs 
neither attention nor mainte- 
nance. Can be furnished in two 
sizes, either automatic or non- 
automatic. Write for literature 
describing this and other famous 


Zurn Products. 













Fig. D-36 


Insertable Joint 
with lead ring in 
sizes from 2 to 6 
inches — standard 
or extra heavy. 


J.A.ZURN MANUFACTURING CO. 


Manufacturers of a complete line of plumbing 
specialties in cast iron and brass 


ERIE, PENNA. 


Warehouses: 14th Place & Clinton St., Chicago, III. 
BRANCH OFFICES: New York, Pittsburgh, Les Angeles. 
Francisco, Portland, 


List prices of our 
complete line on 
pages 1196 to 1204 
Domestic _Engi- 
nesring Catalog 
Directory. 





ttle, 








San Sea Atlanta. 
GE 


Mention Domestic ENGINEERING when writing advertisers. 
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reinforced concrete at Vernon, Tex., to cost approximately 
$210,000. 

The Presbyterian church of Cameron, Tex., plans the 
construction of a new building to cost $50,000 The 
pastor is in charge of the plans. 

O. T. Dix, of San Antonio, Tex., has been awarded the 
plumbing contract on the new Harlandale Masonic lodge 
in that city. 


The Dillenberger Plumbing Co., of Shreveport, La., has 
been awarded the plumbing contract on the new business 


building in that city for Geo. T. Bishop, Inc. 


The Arabia Temple, Nobles of the Mystic Shrine, D. W. 
Michaux, chairman of the building committee, Houston, | 
Tex., plans the construction of a new temple of reinforced | 


concrete and stone, to cost $500,000. 

The Ancient Order of Pilgrims plans to build a lodge 
and theater building in Dallas, Texas, 4 stories, 150x150 
ft., to cost $200,000. The architect is Alfred C. Finn, 505 
Bankers Mortgage building. 

The Junior College, San Angelo, Tex., plans the con- 
struction of a new Elementary school and three additions 
to the present buildings 
will approximate $500,000. C. R 


The total cost of construction 
Hellmark is secretary 
of the board of education, and Phelps & 
Antonio, are the architects. 











At the annual convention of the Minnesota Retail Plumbers’ 
Association, held recently in St. Paul, Minn—Top picture, 
left to right: Wm. Sherman, Winona, Minn.; L. F. Nienaber, 
St. Paul, Minn.;. Fred A. Beier, St. Paul, Minn., former Minne- 
sota state president, and 8S. C. Tennis, Park Rapids, Minn— 
Middle picture: H. E. Agness, Minneapolis, Minn., of Sloan 
Valve Co., and Chicago Faucet Co., both of Chicago; A. J. 
Johnson, of Belden-Porter Co., Minneapolis, Minn., and F. L. 
Smith, retiring secretary, Minnesota Retail Plumbers’ Asso- 
clation—Lower picture: J. L. Flemming, F. J. Yost, A. H. 
Lacher and M. E. Elsen, all of Minneapolis, Minn. 


Cloud Cap Inn, a new tourist hotel, will be erected 


on the slope of Mt. Hood by a group of business men of | 


Portland, Ore. The plan is for a structure of stone, low 
and rambling to withstand the wind sweep of this high 
point. The first unit, which will cost about $80,000, will 
consist of lounging rooms, a dining hall and other living 


Dewees, of San | 


| 
! 
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EAGLE LEAD FITTINGS 


HE Eagle stamp or label on a lead fittin ; means that 
good judgment has been exercised in the s lection 
of that fitting. Standard weight, uniform dimen ions; 
smooth ends, true bends, hand-soldered drain screws, 
polished interior and e\terior surfaces—these are good { 
reasons for the popularity of Eagle Lead Fittings 


The EAGLE PICHER LEAD COMPANY 
Chicazo + Joplin - 
Producers of lead and a! ied products 


Cincinnati 


Eleven Plants Branches in all principal cities 

































Running Water 


(200 GALLONS OpeR HOUR) 


The DAYTON “CUB”, with its 
200 gallons per hour pumping ca 
pacity and low price of $85.00 is 
by far the leading water system 
value offered today. DAYTON 
dealers are breaking sales records 
with it 


It is one of a complete line of 
DAYTON Water Systems for 
deep and shallow wells and cis 
terns with pumping capacities of 
from 160 to 3,000 gallons per hour. 








Wiite for catalog and let us out- 
line for you our proven “business 
getting” dealer plan 









THE DAYTON PUMP & MFG.CO. 


DAYTON, OHIO. U.S.A. 


This Plate is a big favorite 
It goes on easily, looks well and it lasts indefinitely. 
Besides that, the price is low. 
Why shouldn’t it be a best seller ? 








The Beaton ¢-Corbin Mfg. Co. 

















Don't BeContent 


With Ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 


All Lead—Copper —Galvanized 
Iron 


Every Flashing Adjustable 
Every Flashing Perfect 


Manufactured only by 


SIMPLEX MFG. COMPANY, 213 W. Austin Ave., Chicago 
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It Pays 
To Use 


“GENUINE BARNES” 


Pipe Cutters 


Made in 8 sizes taking 1" to 12” pipe 


They not only cut more pipe 
with less labor but they last 
longer and maintain maxi- 
mum efficiency clear through. 
Your jobber should have them. 











THE BARNES TOOL CO. 


NEW HAVEN, CONN., U. S.A. 























Let Home Owners Decide 
for You! 


The one big thing that builds satis- 
factory business for any household 
specialty is consumer satisfaction. 
Paul products always make friends 
and bring you new prospects be- 
cause they are dependable, low in 
first cost, big in capacity and incur 
maintenance cost. 
Water Generator 


practically n> 
The Paul Soft 


fulfills every one of those require- 
ments 





PAUL PRIVATE 
WATER SYSTEMS 


Many a sale is made by sug- 
gestion. Look about you and 
you will find many isolated 
farm or suburban homes or 
lake cottages where the addition of 
a Paul Water System would increase 
comfort and convenience. Tell’em 
and you sell’em. 






Write us today. 


Fort Wayne Engineering & Mfg. Co 


Main Office and Factory 
1706 N. Harrison St. Fort Wayne, Ind. 
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will 
proposed U. S. 


section 
the 
into that 


accommodations. A be added for sleepin 
Forest 


Doyle ha 


purposes as soon as Servic 


highway is completed region. A. E. 
prepared the plans 

T.2 
tion, 


of the 
was elected a member of the board o! 


Rowe, secretary Master Plumbers’ Associ: 
Portland, Ore., 
directors of the East Side Business Men’s club at its annu: 


meeting 












readers 


NDOUBTEDLY most 
realize the value of their store 
4 


front as a means of advertising. There are very 
few present day business men who do not recognize its 
importance. An attractive window display works night 


and day, and Sundays and holidays for the store owner 
It is like a clock. As long as a clock is kept wound up 
and in repair it will keep on going. So with the window 
display, if it is kept in running order by frequent changes 
will be maintained, 


of merchandise its drawing 


and it will perform its duty faithfully. 


power 


Do you change your display often enough and make 


each one interesting enough to cause people to stop as they 
pass? There is no doubt that it requires some time and 


effort to do this, but the big thing is that it is worth it 


will be than for every and every 


minute that you spend making yours the most attractive 


you more repaid penny 


window on street. The wide.variety of accessories 
carried by the modern plumber offers him unlimited op 
portunities for decorating his window in a novel way. It 
that the 


else. 


your 


is the unusual attracts attention of a person 


before anything 

Merchants in various parts of the country have found 
blackboard epigrams to be one of the best means of mak- 
ing their windows unusually attractive. They are bound 
to make people stop as they pass your place of business 
and if you have the right kind of a display of merchandis¢ 
All that 
The board can be made 


border of some 


in the window it will be noticed. is needed is a 


blackboard and a piece of chalk. 
very attractive by surrounding it with a 


kind. $v all means, be sure to write the epigrams so 


they can be easily read. Here is next week's quota: 


An old soaker is usually a great 
* * 7 


sponge. 


The individual who snores should be rapped in slumber 
* - . 


A bad memory is the skeleton in the liar’s closet. 


- » 7 
Circumstances make fewer men than they discover 
* * * 


After a man fails once he begins to believe in luck 
. * + 


Insomnia of the midnight cat is infectious 
* > * 


} 


The golden rule is an excellent excuse for the girl w! 
wants to propose. 








bruary 20, 1926 


DOMESTIC 


ENGINEERING 





“EAFCO” 


The “EAFCO” Closet Connection 
eliminates a lead bend, brass ferrule 
and floor plate and the solder required 
to make the joints. It gives you a con- 
nection which will pass any test and 
saves at least a dollar per installation. 


Main Office and Factory 


Philadelphia Office... 
Boston Office .... 





ee 
oe 


940 Drexel Building 
432 Rice Building 


The EASTERN FOUNDRY CoO. 


Save Money == 
3 


Closet 
Connections 


All 
are scored on 
and can be easily cut to any desired 
length. Write for literature showing a 
size and pattern for every installation. 
Then order from your jobber. 


Connections 


‘“EAFCO” Closet 


both inlet and outlet 


BOYERTOWN, PENNSYLVANIA 


New York Office 


San Francisco Office 


50 Church Street 
.623 Larkin Street 











inges of the 
Better Kind 


Hinge No. 100 — Close-Ruf 


GRAND HAVEN BRASS FOUNDRY 
Grand Haven, Michigan 


Hinges for all types of toilet seats 














MUU es Vinee 
48 


> 










The name ‘‘PABST”’ 
on a nipple means that 
it has been cut from 
brand new pipe, to the 
closest possible gauge, 
with good clean threads 
which will make,up 
tight and stay tight. 

Don’t pay your men to hunt for ‘‘good”’ 
nipples when by specifying ‘“‘PABST”’ 
on your order you can get perfect nip- 
ples every time for the same price. gy 


FRED PABST CO., Mfrs. 


917 Chestnut Street - Milwaukee, Wis. , 
















If your jobber cannot supply you 
write us, and We Il tell you who can 









You'll find the 
name “PABST” 
onevery genuine 
Pabst Nipple 
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MOST THREADS PER DOLLAR INVESTED 


~~ because 
THE NEW CURTIS 


PIPE CUTTING AND THREADING MACHINE 





gives 
ECONOMY—SPEED— 
RELIABILITY 


Product 50 Years Experience 


COMPLETE LINE 
HAND — BELT — ELECTRIC — UP TO 16 INCHES 


THE CURTIS & CURTIS COMPANY 


318 Garden Street BRIDGEPORT, CONN. 


No. 430—ELECTRIC 
Range  - 2 inches 

















No Roof Is 


Superior to 
Its Flange— 


Therefore, some PLUMBER is 
the father of every leaky roof. 


The Bullard Roof Flange 


is acknowledged as the only PERFECT FLANGE by 
busy men who have made satisfying installations. 


THE BULLARD SPECIALTY CO. - Tiffin, Ohio 
PE SCHEHSSOOOROHEEEEESCOERED SOS PSOE 


WILLIAM 


IMPROVED 


“VULCAN”? WRENCHES 


They’re popular because they give 
SUPERIOR SERVICE. Double 
ended, reversible jaws assure long 
life; proof - tested, certified chain 
provides safety in operation. 


“Vulcans” have sold readily for 
25 years. 
Literature? 


J.H. WILLIAMS & CO. 
“‘The Wrench People * 


BUFFALO 
New York 


SAESMOSSHHANH EH HONESERSBDeGE* 

















Chicago 



















The 
“Red Brass Fitting Line” 


Round or Flat Bead 
All Styles 


Make the Phoenix Bras Foundry Trademark 
your purchasing guide in Brass Fittings 








oO 


Phoenix Brass Foundry 
Irvington NJ 
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Bath a ‘Day Movement 


One hundred and fifty-eight cities and towns in the United 


States have placed “The Story of the Bath’ in the hands of schvol 


children—and in those one hundred and 
fifty-eight communities there ts an in- 
creased interest in matters of sani- 
tation, a new conception of healthful 
living, and a new recognition of the 
position which the master plumber 





cupies in the life of his commun 


We have inquiries here from as many other cities and towns. lie 
list them below. If your town is among them, write for particulars. 


ARTICULARLY do we want to call the attention of 
the Women’s 


towns. 


Auxiliaries to this list of cities 
In each of them at least one teacher, in some 


and 


more, has made inquiry, asking for a copy of ‘The Story 


of the Bath” for use in health classes. 
has been sent, but they need more. 


A sample copy 
Here is an oppor- 


tunity for the Auxiliaries to give some real help to the 


business in which their husbands are engaged. 


| for information. 








Alabama— Battle Creek 
Bayou Labatre Bay City 
Arkansas— Detroit 
Little Rock East Lansing 
California— Grand Rapids 
Alameda Minnesota— 
Banning Brook Park 
Felton LeSueur Center 
Lompoc Lindstrom 
Monrovia Minneapolis 
San Francisco St. Paul 
Colorado— Mississippi— 
Grand Junction Eastabuchie 
Gunnison Jackson 
Moffat Pearl 
Connecticut— Pettit 
Bridgeport Missouri— 
Brookfield Holland 
Sandy Hook Sikeston 
Southington Montana— 
Stratford Lathair 
Waterbury Nebraska— 
Illinois— Fullerton 
Crystal Lake Powell 
Hyde Park St. Mary 
Lake Bluff Nevada— 
Wood River Yeringtons 
lowa— New Hampshire— 
Audubon Exeter 
Cedar Falls New Jersey— 
Corning Allentown 
Dubuque Belleville 
Kansas— Clayton 
Ft. Scott Glassboro 
Kansas City Irvington 
Quinter Merchantville 
Ulysses Newark 
Kentucky— Passaic 
Clifty Rockaway 
Corbin New York— 
Crofton Adams 
Greenup Buffalo 
Richmond Middleburg 
Springfield New York City 
Maryland— Richmond Hill 
Venton Syracuse 
Massachusetts— Ohio— 
Boston Cleveland 
Foxboro Norwalk 
Holyoke Pennsylvania— 
Hopedale Alverton 
Maynard Boothwyn 
North Adams Dickson City 
Northampton East Stroudsburg 
Michigan— Homestead 
Allegan Josephine 


Write us 





a i 


SS 
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Kutztown Haskell 
Landisburg Houston 
Lilly Kaufman 
Mahoning Springtown 
Pittstown West Virginia— 
Reading Littleton 
Shillington Rockview 
Stroudsburg Willcoe 
West Philadelphia W isconsin— 
Willowstreet Boyceville 
South Dakota— Loyal 
Irene Markesan 
Tennessee— Mayville 
Chattanooga Menomonie 
Knoxville Milwaukee 
Nashville Reeseville 
Texas— Sturgeon Bay 
Banquete Superior 
Caldwell 


S wimming - “Pool News 


Fuller & Ingalls, of Eureka Springs, Ark., will construct 
a new swimming pool in connection with improvements 
to the Crescent hotel. 

R. J. Spaller, of Atlanta, Ga., will construct a $50,000 
swimming pool and Turkish baths on Ponce de Leon 
avenue in that city. 


The ‘Home for the Friendless’’ has purchased 12 acres 
near Piedmont Park, Ga., and will erect a $150,000 build- 
ing thereon. Among the attractions will be a swimming 
pool. 


The Los Serranos Country club, Chino, Calif., will soon 
begin the construction of a swimming pool. 








At the annual convention of the Minnesota Retail Plumbers’ 
Association, held recently in St. Paul, Minn. Top picture, 
left to right: W. W. Hughes, of Minneapolis; A. Wilk, vice- 
President, Minneapolis Retail Plumbers’ Association, and H. 
W. Strader, of Minnenpolis.—Middle picture: J. L. Hague, of 
Minneapolis; Wm. G. Bergner, manager, Trade Extension 
Bureau, Evansville, Ind., and Wm. Redieske, of Continental 
Sales Co., Minneapolis.—Lower picture: T. R. Gleason, of 
Duluth, Minn.; M. P. MeInerny, of Minneapolis, and Louis 
Peter, of St. Paul, Minn. 
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Play Safe! 


Install 


Acme-Detroit 
Brass Goods 


They are good enough for the finest installation, yet are priced 
within the range of the average job. And the ACME Line in- 
cludes Bath Faucets, Laundry Faucets, Lavatory Faucets, Lawn 
Faucets, Sediment Faucets, Sink Faucets. Gas Service Cocks, 
Compression Stop and Drains, Globe and Angle Valves. Write 
for our latest catalog, then 





Order from Your Jobber 


ACME BRASS WORKS. _:: Detroit, Mich. 
Chicago Office: 400 N. Michigan Ave. New York Office: 152 W, 42nd St. 

















Simple and 
Foolproof 


The Lawson Mfg. Co., Cleveland, Ohio 





















Don’t Cuss the 
Radiation — Use 


CLIP-BAR 


RADIATOR BRACKETS 


You'll be surprised at the way they handle 
even the toughest installation. They have 
ample strength, plenty of adjustment, both 
vertically and horizontally, and permit the 
radiator to be hung within 1% inches of the 
wall. 











CLIP-BAR MFG. CO. 


Erie Ave. and Richmond St. 
PHILADELPHIA, PA. 
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Water Jacket Grease Trap where 

mf wasre large quantities of greasy water 
Ourmgr are used, as in hotels and 
restaurants. The entire trap 

y and center partition is 

surrounded by cold water which 

instantly congeals the grease 

and brings it to the surface 

where it can be easily removed 
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WADE IRON SANITARY MFG. CO. 
551 West Fulton St. 7 - Chicago, III. 
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Re ning & ED RIN 


basement 


RED RING «shuts 


Ps 


Ring Up More Profits With 


, Red Ring JOHNSON $=" = 
Gas Lighters 


° 1 
They are easy to install, positive 
in operation and are approved by 
the Underwriters as being abso 
lutely safe. Sella JOHNSON with 
every new gas water heater In 
stall] one on the others when 
making service calls. It pays 
ym wall plate 


Johnson-Murphy Co. 
worlln ggag “preeend = 1 226 Woodward Ave. 


POSITIVE. DETROIT - - MICHIGAN 
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INSURANCE 


AGAINST FLOODED BASEMENTS 


EERE REESE EERE ES OE ES 


Where the Signet Drain is installed there can 
be no back water 

A perfectly reliable trap that automatically 
keeps out sewage, gas and germs. 


Always works. 
Nothing to get out 
of order. Brass 
working parts sub 
merged 


The Signet is clean, 
sanitary, simple, dur- 
able and efficient 
Pat. Dec. 3, 1914 
Crampton - Farley 
Brass Co. 
Kansas City, Mo. 


Write for 
Details 


HEHEHE He PEERED SH SHER 


FFF RELERESE LST LEHRER HH ERE 








RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 


No Calking Necessary 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 














Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS 


TANKS FOR: High pressure gas and air storage—Pneumatic 
water systems—Gasoline and oil storage—Oil burning equip- 
ment—Open top—Welded. ATSCO Genuine Brazed 
tanks for high pressure—the tightest, safest, strongest tank it is 


possible to construct by any known process. A.S.M.E.code tanks. 
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MYSTERY STORY 
fans, to 
below 


GREAT 
limerick 
We 
that 
door of 


LINES 
chance 
puzzle of the 
to the f: 
the 
without stopping to pick 
boarding house. The is as follows 
Chapter I 
The 
is said to him 


PIPE 
your solve 
give the 
the voung plumber in 
the 


Hiere's mystery 


greatest age you 


points leading act 


up 
house, tu 
up his 


having opened haunted 
fled, leaving 


brush at his 


tion, 
and town 


story 


bell 
“You want 


r-r-r-ring! telephone 
and repeats what 
old 
put 
you to occupy the 
will be 


any of 


R-r-r-r-t 
boss answers 
the 


and 


haunted house, which say you 
the 
house 


$500, 


our 


to go to you 
shape in time 


Very 
to cover 


plumbing system in 
by the first of the 
plus a special charge 
ghosts.” 
Chapter If 

five 


bought 
month. 
Our charge 
tingencies if bovs see 
shivers 
Enter young 
I'll take the 
his hat to one 
up with 


minutes 
He 
journeyman. 


thinks for 


boss 


The 
cides Harvey 
job he 
side ie 


one,” 


to send someone else calls. 


Groat, his youngest “Sure 
explained, cocking 
I'd like to 
Chapter Ill 
haunted house, 

He went 


dirty 


says, when it is 


never saw a ghost and meet 


at the edge of to 
up the path, 
Still whistling 


reached the wn 
ight 
loudly looks through the 
he inserted the key in the 
later a farmer, one mile 
Harvey. He offered Harvey 
fast that he 


was finished. 


Harvey 

no one in whistling 
windows. 
threw open the 
of town, was overtaken 
a lift, but Harvey 
disappeared in a cloud of dust 


lock, door. Two 


minutes out 
in his Ford by 
traveling 
the offer 

did 


was SO 
before 


What 
of the 


Harvey see? Answer by filling in the last line 


Limerick: 

A journeyman, young Harvey Day 
Came very near fainting away, 
His prognathous jaw 
Fell when he 


wide saw 


What did >see? WHAT DID HES 


“SY” SEZ 
Here lie two men who, we 
Have 
The first of them blew out the gas; 
The second meaner upon it. 


‘ar! be 
Pear] 


agree, 


won the cut glass bonnet. 


Harry stepping out. 


revolvers. 


caught 
handled 


married Pe -arl 


widow 


Harry 
Pearl 


is a now. 


the flowers. 


Owensboro, Ky» 


brakes and save 

“SY” MARTIN, 
DO YoU? 
the 


Say it with four-wheel 


The wives of two members of office bunch were talking 


together recently. 
let 
just 


asked one 
to show it 
he is-——but it 
LEAVITT, 


latch 


likes 


“So you key?” 
ei & 
friends to let 


fit the door.” 


your husband carry a 

him He 

independent 
RUTH 
FROM ONE OF “«SY'S” FRIENDS 

Gillette: When for that Aré 


his 
doesn't 
Chicago 


yes, to humor 


them see how 


Safety you gonna pay us 


Sy? 
Smiling Sy Martin Pay for it? Sair 

would pay for itself in the fuel it saved. 

Mac wT. € 


you Why, Mae 
Take it up 
Owensboro, 
SHERLOCK HOLMES STUFF 
“How'd you come "" asked the « 
of the dry 
“Well,” 
that 
headed 


to raid that barber shop 
agents 

replied the dry agent, “it struck me kind of f ny 
many men should buy hair restorer from 
barber.” F. B., Detr 


so a bald- 


yet, but I know Spring is 
fall hat. LY 


robin 
her 


first 
ght 


the 
just bou 


I haven't 
My 


seen 


here wife new 














BLAIRSVILLE 
PENNA 


The pure whiteness of 


the CONEMAVGH enamel 
greatly enhances sinks 
of inexpensive design 


CoNEMAVGH IRON WORKS 


LATROBE, PA. 
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Bulls 






































More Hot Water with 
Less Gas 


The Bull’s Eye represents four years of constant 
research to develop a water heater of greatest 
efficiency. Hundreds of tests have proved that 
the Bull’s Eye is ten to forty per cent more effi- 
cient than heaters of any other type. 

The Bull’s Eye has this remarkable efficiency 
because it is built on a new, but common sense 
principle. The water is around the heat instead 
of heat around the water. The heat’s in the 
middle. It has no chance to escape thru a thin 
metal shell into the room. 

This means more hot water with less gas lower 
gas bills for hot water service—better satisfied 
customers- more business and bigger profits for 
you. 

The Bull’s Eye is standardized, one size — one 
type —one finish meets all hot water requirements 
of the average home. No need to tie up money in 
a dozen different sizes and models when you stock 
the Bull’s Eye. 

Send a postal today for description and prices. 
Please give your jobber’s name and address. 


THE DUNHAM COMPANY 


Since 1846 


BEREA (Gievties) OHIO 

















THE OLD WAY THE NEW WAY 
Wastes heat, clogs eas- Saves heat, gives more 
ily, requires service and hot water with less gas, 


replacement of parts. won't clog or lime up. 


WATER == 


THE HEAT’S IN TH 
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PATENTS 


Plumbing Department 


1.570,681. Seat for Flush Valves. Walter J. Kirkham, 
Helena, Ark. In a flush tank, the combination with an 
outiet pipe provided with an opening in its wall adjacent 
the upper end thereof, the upper end of said pipe being 
flared outwardly, a laterally extending throat formed on 
the upper portion of said pipe and in communication 
with said opening, and a vent pipe connected with said 
throat; of a valve seat provided with an outer peripheral 
offset portion for reception on the upper flared end of 
said outlet pipe, an integral tubular body extension 
formed on said seat in continuation of said annular offset 
portion thereon, said body extension being provided in 
its wall with an opening adapted for registration with 
the opening in the wall of the outlet pipe, said body 
extension being also provided at diametrically opposite 
points thereon with bayonet slots extending upwardly 
from the lower edge of said extension, and inwardly ex- 
tending ears carried at diametrically opposite points on 
the wall of said pipe for reception in said bayonet slots to 
removably secure said valve seat in position on the upper 
end of said pipe, the opening in the body extension being 
intermediate of said bayonet slots, whereby said opening 
may only register with the opening in said outlet pipe 


when the bayonet slots and the valve seat are disposed 
to locked position as and for the purposes described. | 


Fel 





— 





_ 














Here You Are, 
Men! 


Advantages that you’ll 
find in no other power drive 





| The Oster Power Boy drives the 

hand tools you already have and 
operates from both direct and 
alternating current of any cycle 
up to 60. 














Motor automatically speeds up 
| on the smaller sizes and slows 
down to absorb the strain of 
heavy cuts. Weight reduced to 
150 pounds by use of aluminum 
alloy casting, easily carried from 


job to job. 














Standard equipment handles all 
sizes of pipe between 14 and 2 
inches inclusive. Auxiliary drive 

1,570,760. Boiler. Frank Albert Maedke and Carl shaft increases the range to 6- 
Michel Raithel, Portland, Ore. In a gas fired boiler for inch ey A real time and money 
domestic purposes, a vertical, hollow screw with double saver in,the shop or on the job. 


V-shaped thread, cast integrally throughout the entire 


length, an axially disposed supporting pipe at the bottom 


of said screw and cast integrally with said screw, an 
axially disposed riser at the top of said screw and cast 

The Oster Manufacturing Co. 
Manufacturers of the most complete 


integrally with said screw, a water jacket enclosing said 
screw throughout the entire length, a receiving water pipe 

line of pipe threading equipment 
in the world 


hear the bottom of the water jacket, said receiving water 
2077 East 61st Place, Cleveland, O. 





J 
1,570,681. 1,570,760. 









pipe communicating with the interior of the water jacket, 
a discharging water pipe near the top of the water jacket 
and on a side opposite to the receiving water pipe, said 
discharging water pipe communicating with the interior 
of the water jacket, and a connecting pipe leading from 
the discharging water pipe downwardly below the bottom 
of the water jacket to establish communication with the 
screw and riser through the supporting pipe. 
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The Fit-All Pipe Hanger is a strong cold rolled galvanized 
steel band, rolled on a handy reel and perforated for cotter 
pins which come in the package. : 

It’s lighter but stronger—and so much handier to carry 
and apply that plumbers everywhere are using it more 
and more. 

Include a trial coil on your next order. Or pin a dollar 
bill to your letterhead, give name of your jobber and we 
will send you a trial coil at less than cost. We are pleased 
to do this, for we know you will use Fit-All Pipe Hanger 
if you once try it. 


CONSOLIDATED STEEL STRAPPING CO. 
2608 N. Western Avenue CHICAGO, ILL., U. S. A. 















No, 126-130 











BOOSEY’S 
Seepage Shower)Irap 


Gets All the Seepage 


Once you have installed a Boosey’s Seepage 
and this can be done in half 
you are through 


Shower Trap 
the time usually required 
with it. A lead pan, secured to the trap by 
a calked joint, drains all seepage into trap 
through grooves in the seepage plate. 


New 60 page catalog 
mailed on request. 


THE GREENWOOD MFG. CO. 
5140 HAMILTON AVE. -:- DETROIT, MICH. 
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1,570,827. Electric Water Heater. Joseph C. Feld. 
man, New York, N. Y., assignor to Tillie K. Feldman, 
York, N. Y. The herein described switch mechanism for 
automatic water heaters comprising a pair of spaced n- 


ew 


tact studs, a bridge, a switch arm carrying at its free end 


said bridge, a manually operated rock shaft on which the 

















1,570,827. 
end of the arm remote from the bridge is journaled freely, 
a spring acting upon the arm tending to throw it in 
direction to open the switch, an actuating knuckle fixed 
to the rock shaft and having lost motion engagement 
with the arm for positive movement thereof in the op- 
the force of said spring, and 
switch releasable by iid 


one 


against 
locking for the arm 
knuckle to permit the switch to open under actuation of 
the spring. 


posite direction 


means 


* * * 


1,570,830. Automatic Water Control. Marvin A. Hagey 





























and Loren T. McKee, Los Angeles, Calif. A device of 
the character described adapted to be connected to a 
hydraulically actuated flush valve having a relief chamber 
and mechanically operated means to release fluid there- 
P wv 
aa ONS Nab ad » «hee 
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we 
1,570,830. 


operate said valve including a slidable 
actuating stem, said device comprising an expansible 
chamber motor, a fluid inlet for said motor connected to 
the inlet of said valve and arranged to permit the passage 
of fluid slowly to said motor, said motor having a fluid 
outlet connected to said relief chamber, said stem being 
disposed to be engaged and operated at an end of the 
travel of the motor. 

a” * » 


1,570,670. Electric Water Heater. Milton J. Horswill, 


| Oakland, Calif., assignor to Anna B. Donahoo, Alameda, 


Calif. An electric heater comprising a conducting core, @ 
second conducting core, said second core being spaced 
from said first core to form an annular water passage 
through which the water is adapted to flow, a cap at 
both ends of said cores, said caps having annular cham- 
bers therein communicating with said water passage, a0 


| inlet pipe extending into one of said annular chambers, 


| and an outlet pipe 


extending into the other annular 
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chamber, an electric terminal connected to one core and a 
second electric terminal connected to the other core, said 
second terminal being a post extending 


the cores and both caps. 
. > . 


through one of 


1.570,852. Baffle Section for 
Walter H. Miller, Richmond, Va. 
class described, a baffle section for a hot water heater 
said section comprising a relatively 
wide plate provided on its under side with a longitudinally 


Hot-Water 


of the class described, 








an) 
1,570,852. 






Heaters. | 
In a structure of the | 


extending rib of a predetermined width with respect to | 


the width of the plate, said rib terminating in spaced rela- 
end of the 
sion contiguous with said 


plate, a relatively narrow exten- 
plate and rib, said extension 
combined thickness of 


tion from one 


being of a thickness equal to the 
said plate and rib, the free end of said extension being 
bevelled and notched upon its under side. 


Heating Department 


Oil Burner. Julius H. Hildebrandt, 
land, Ohio. In a liquid fuel burner the combination with 
an upwardly extending air conduit, of a laterally deflect- 
ing baffle outside said conduit, a conical baffle disposed 


1,570,486. 


above the first mentioned baffle, a hood disposed above the 
conduit and extending downwardly over the sides thereof 


7) 
1,570,486 ] 
tah ae Z| 
1d 





———_<$_$—$—_———————— 


to deflect downwardly air which is ejected from the con- 
duit, a liquid fuel distributor associated with the hood, 
a centrally located pocket within the distributor, spaced 
passage-ways leading outwardly and downwardly from the 
pocket, said passage-ways terminating beyond the edges 
of air conduit, whereby fuel is caused to intermingle with 
air in the region intermediate the hood and the outer 
walls of the conical baffle, and a fuel supply conduit 
arranged to conduct liquid fuel into said pocket. 
a . * 

Oil Burner. Julius H. Hildebrandt, Cleve- 

In an oil burner, the combination with a base, 


570,487. 
land, Ohio. 


Cleve- | 


| 
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Pratt & Cady 2” 
Extra Heavy Bronze 
Gate Valve used by the 
Newport Electric Light 
Company, 
Newport, N. H., 


over 23 years 





YS 





“In constant use under 


r 


high pressure 23 _— 


That's evidence of Pratt & Cady You'll find all Pratt & Cad 
quality! Over 23 years in —— Valves are like that—built to giv 
feed line at 135 pounds’ pressure the longest possible service and 


And it is now to be used after reduce the cost per year. Nomat 
minor repairs as a boiler blow-off 


valve as shown above 


READING STEEL CASTING COMPANY, Inc. 
(Pratt & Cady Division) 
An Associate Company of the American Chain Company, Inc 
BRIDGEPORT, CONNECTICUT 


Offices and Warehouses in Principal Cities 


READING Jr steel } 
PRATT¢CADY tna‘ronze | 


specializing for quality valves AnD mei 


ter what your requirements we can 
supply you. Write foro 


ir catalog 

















OR jobs above 150 and below 200 

pressures and ratings where water 
tube boilers cannot do the work 
economically -- USE 


STANWOOD 
SMOKELESS BOILERS 


Write Dept. D2 for pamphlet showing 17 points of ex- 
pense in boiler installation, operation and maintenance 


the STANWOOD has unequivocally licked. 


The Stanwood Corporation 
Established 1891 Cincinnati 
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A i (Ss) of a baffle disposed thereabove, an air supply conduit 
Year Round hil extending through the base and baffle, a gas conduit ex- 

c |i | “enon tending through the air pipe, a liquid fuel supply conduit 
onventence— Rel | extending through the gas conduit, a distributor commu- 
A nicating with the gas conduit above the baffle and out of 





“CABCO” 
Gas 


) 
= 


it 
y | 
A LLL, f qi 
Steam I onsasabennuan | eee -- 
ss 8) a na - ~ a - 
RADIATORS [Fy] ow: 
free | rite 
| (Goomon}) | | for 
eal teuieden Bulletin 
No. 11 











On cold mornings before the boiler steam is up — in 
mild weather when boiler is not in use — at every 
season of the year - CABCO Gas Steam Radiators 
pay big dividends in added comfort and lower fuel 
consumption. Adaptable to any type of heating sys- 
tem — Steam, Vapor or Vacuum — old or new. 


CABCO IRON WORKS, Inc., Gowanda, N. Y. 


we \ : 
OQ 













A good union for every job 


The KING Brass End Union makes a tight, brass-to-iron 
connection which wili neither rust together nor work loose 
and can thus be taken apart and used again if necessary. 
It has no inserted parts, needs no ring or gasket and is 
priced low enough to be used in place of the common gas- 


ket union 
Order From Your Jobber 
» KING. 
KING ~ ’ Is 
UNIONS N | ON Strength 
THE KING UNION COMPANY 
MILLS GROVE ° . ° RHODE ISLAND 











eontact therewith, a second distributor connected with 
the fuel conduit and carried by the first mentioned dis- 
tributor, a hood surrounding both distributors and serving 
to deflect the combustible mixtures downwardly over said 
if : 
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4 # 
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| baffle, and means for so connecting the air pipe and one 


of the conduits that the weight of the distributor and 
deflecting means is carried by the air pipe independently 
of said baffle. ; 
+ e e 

1,570,327. Oil-Burning Apparatus. James J. Barrett, 
White Plains, N. Y., assignor to Barrett Blue Blaze Burner 
Co., Inc., a corporation of New York. A burner of the 
class described, comprising in combination, a receptacle 
adapted to hold a quantity of liquid fuel, means located 
beneath said receptacle for maintaining a quantity of 
liquid fuel, which when ignited is employed to heat the 
body of liquid fuel within said receptacle, a baffle plate 
surmounting said receptacle, and spaced from the upper 
open end thereof, means for discharging air, steam or 
other fluid against the surface of the liquid fuel within 
said receptacle, said means for discharging said fluid, 
being partially located within said burner, so that the 
fluid will be preheated before it is discharged into the 
burner, and means for simultaneously controlling the flow 
of liquid fuel and fluid into said burner. 
































"4,570,327. 1,540,929. 
1,569,929. Radiator. Otto Haselau, New York, N. Y. 
A radiator having a plurality of vertical separable hollow 
radiator units each substantially diamond shaped in hori- 
zontal cross section and having an upright heating fluid 
passage therein, and passages connecting the units at the 
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bottom thereof, said last mentioned passages all lying in 
substantially the same horizontal plane, the central ver- 
tical lines of said units being arranged in substantially 
the same plane and said units having external vertical 


reinforcing ribs at opposite vertical corner edges thereof | 


which ribs extend toward and abut corresponding ribs 
n adjacent units. 


- * . 
1.570,966. Oil Burner. William Kent Kise, Kansas 
City, Mo., assignor to The Everbrite Stove Company, 


Kansas City, Mo. In an oil burner, a casting comprising 
a chambered body having top burner openings and a 
shelf having an inclined rear wall provided with recesses 





1,570,966. 


having communication with the body chamber, the shelf 


comprising a trough and having air slots between the | 


trough and said recesses, a generator tube above the shelf | 


and in line of discharge from said recesses, a mixing 
chamber in communication with the generator tube and 
with the body chamber, and means for controlling flow 
to the mixing chamber. 

~ * * 

1,570,714. Thermostatic-Valve Mechanism. Cole Stickle, 
Indianapolis, Ind., assignor to Stickle Steam 
Company, Indianapolis, Ind. A thermostatic valve con- 
struction including a fluid containing diaphragm formed 
of two similar cup-shaped members reversed and tele- 
scoped one within the other, a rigid band surrounding 
the rims of said diaphragm members, solder for securing 
said band and diaphragm members together and closing 
the joints between them, and a valve adapted to be 
actuated by the diaphragm. 


om 


4 we bi ts SS 
Wi 


1,571,176. 





Specialty | 





1,571,176. Valve. Frank Le Clair Hutchinson, Wau- 
watosa, Wis., assignor, by mesne assignments, to Mil- 
waukee Valve Company, Milwaukee, Wis. In a valve of 
the class described a casing forming a chamber provided 
with inlet and outlet openings, a float, a valve provided | 
with a stem for controlling said outlet opening, means 


connecting said float to said stem the stem of said valve 


having passage providing communication 


between said | 


chamber and outlet opening and thermostatic means for | 


Closing said passage. 


+. . . 
1,570,586. Wrench. Joseph E. Kenerson, Cliftondale, 
Mass., assignor to Trimont Manufacturing Company, Rox- 


bury, Mass., a corporation of Massachusetts. In a wrench 
of the type described, a main body portion having a fixed 
jaw and a shank connecting the fixed jaw to a handle, a 
relatively movable jaw having a threaded stem, a pair of 
lugs formed integral with the main body portion near the 
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ACME 
ROOF FLANGES 


Self adjusting 
and swivel types 


Copper and Galvanized Iron 
Discriminating buyers 
are more and more turn- 
ing to the Acme. 


Ask Your Jobber for ‘‘Acme”’ 


ACME MFG. CO. 


BANGOR MAINE 























Domestic — Industrial 
and Swimming Pool 


Water Filters 


A standard size for every use. 


Built complete in Our Own Plant. 


<_xscsiasssssensensiemesneapseeitenseesniesiadiiiaiiainiinecenet 
Get Our Quotation on Your Jobs 


GRAVER Copomtion 


110 Todd Ave. | OF a @e o bor 1 40am Bole 








K 


2 SUPPLY HOUSE 


NATIONAL @ € 





To insulate Underground Steam 
or Hot — Pipes 


PYRO- 'BESTOS af 


““KRIEBEL”’ 
VACUUM RADIATOR 
AIR VALVE 

Lets the air out 
FREELY 
Keeps it OUT 


It’s Good, Try It! 


H. K. KRIEBEL 
253 E. Upsal St. 
Philadelphia, Pa. 

Pat. Pend. 
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This is the Fire Pot that 
Produces Results 


WHY? 


It wit santo - ~~ 


A 3% pou: 

= in fn Two O MINUTES. 
pot will gracrste and 

| aa in ie ANY 

it will beat irons a fast as they are 

covted. No time wasted 

Leas than 6 calion of exsoline is used in 


metal 
beat aad melt 


operate 
KIND OF WEATHER. 


. 5 
it  emokeices and odorless while in 
operation. 
lt can be tarned down low whee notin 
ae. 
Thie pot fille the bill when extra fine 
work ie to be done every shoo 
should have ove 
Order yours now. Only $10.00 f.o. 4. 
fecterp. Two per cent discount when cash 
accompanies the order. 


DOUBLE BLAST MFG. CO., Ine. 
Commonwealth Ave. Nerth Chicago, Ill. 


No. 388 Combination Double Blast 
Gasoline Fire Pot for Plumbers 
and Tinners 


PHILADELPHIA 


CHESTNUT and 39th STREET ~ 


Hotel ‘ennsylvania 


Fireproof 


Unrestricted Parking 


600 Rooms 
500 Baths 


Rooms with running water 
from $2 soperday Roon 
with private bath and show 
er from $ pe 


Food and 








r day 
ervice the best 
Near West Philadel- 


phia Station, Penn 
sylvania Railroad 





ESTIMATING 
RADIATION 


is a very simple matter 
when Perrigo’s “Table of 
Estimated Radiation’’ is 
u 

This table, consisting of 
two charts, one for steam 
and one for hot water 
radiation, is u and 
recommended by some of 
the best authorities in the 
trade 

The charts have been 
computed from standard 
recognized rules. They 
will enable you to know 
you are right. And they 
will save you time, waste and worry. 

Given the amount of glass surface, exposed wall and 
cubical contents, the radiation required for any size 
room can be read easily and quickly 

They are printed in two colors, on heavy celluloid, 
making four pages, size 414x67% inches, substantially 
bound together with cloth. 

Perrigo’s Table of Estimated Radiation will pay 
for itself if used only once or twice during the heating 
season. And it will outlive several such seasons 


Price, $1.00 Postpaid 


Domestic Engineering 
Chicago, IIl. 


1900 Prairie Avenue :: 














ENGINEERING 





| cost $200,000. 
| are the architects. 
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fixed jaw and extending outwardly a substantial distance 
from the shank to form guides for said stem, a U-shaped 
housing for the stem having spaced legs, slots formed jp 


faces of the shank and having spaced shouy]- 
is in alignment with the 


the opposite 


ders one of which rear edge of 














each lug, means for securing the legs in said slot< with 
their opposite edges abutting against said should and 
Ce xe) 
1.570 586 
with the front face of the housing resting firmly iinst 
said lugs at points beyond said shank and at each le of 
said stem, a second pair of lugs formed integral with the 


main body portion at a substantial distance from the first 


form lateral di 

confined 

and the second pair of lugs. 
. od * 


holding the 
nut for the 


pair of lugs for stem 


ment, and a between th: 


face of the 


stem 


housing 


1,570,555. Liquid-Fuel Burner. James M. Dial, Bogart, 


Ga. A liquid fuel burner including in combination a 
burner body, a burner trough supported within said body, 


means for supplying liquid fuel to the burner trougl 


a 








baffle plate upon each side of said burner trough arranged 
es | es 
and adapted to direct an air supply into the path of the 


through 
the inner downward edges of said baffle plates for deliver- 


products of combustion, oppositely disposed ports 
ing the air supply in a multiplicity of independent str: 
a centrally positioned drip pan beneath the burner trough, 
an overflow pipe 


ams, 


control 
supply 


latter, and means under 
cut-off valve in the 


from the 
of said overflow 


pipe 


for closing a 
line. 

* * * 
Wash. 
fluid 
sages 


1,570,774. Oil Burner. Louis Olson, Enumclaw, 
An oil burner comprising a block having a pressure 
supply inlet, separate pas 
continuing from each of said 


and an oil 
within block 


inlet supply 


formed said 
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nal) 


formed by said block, said oil passage 
said pressure fluid supply passages and having 
a plurality 


outlets 


inlets to 
overlying 
of concave grooves in the bottom thereof ex- 


tending from said oil supply inlet to said oil outlet and a 





baffle plate supported by said block in operative relation 
to both of said outlets, said oil passage and grooves being 
angled downwardly adjacent the oil outlet. 

The Morgan Estate, of Wichita Falls, Tex., Chas. A. 


Morgan, trustee, has plans under way for the remodeling 
of an office building into a hotel with the addition of 2 
new plumbing and heating, and improvements to 
Voelecker & Dixon, 312 Morgan building, 


stories, 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 


One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





insertion. 

Situations Open 
WANTED — PLUMBING SPECIALTY 
salesman to sell trade in Chicago 
and inity. Address Key 537, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chica 


WANTED — MANUFACTURER OF 

wel! known line of plumbing fixtures 
wants to get in touch with a repre- 
sentative who has had experience in 
selling direct to the plumbing contrac- 
tor and calling on architects, in the 
states of Iowa and Missouri. A splen- 
did opportunity for the right man. 
Address Key 534, “Domestic Engineer- 
ing,’ 1900 Prairie Ave., Chicago. 


WANTED—MANUFACTURER OF CON- 
cealed and exposed bath and shower 


fixtures desirous of services of sales- 


men who have had broad experience 
selling this class of material. Com- 
mission basis. State particulars. Ter- 
ritories open—New England, Middle 
West, Pennsylvania, Maryland, south. 
Address Key 539, “Domestic Engineer- 


ing,” 1900 Prairie Ave., Chicago. 


WANTED! 
Experienced 


ARCHITECTS MAN 


By 


Heating Boiler and Radiator 
Company 


For soliciting in the 


Metropolitan District, 
New York 


Our own Organization have been 
informed of this advertisement 


Address Key 544 


‘“‘Domestic Engineering”’ 
1900 Prairie Ave., Chicago 


WANTED—SALESMEN BY MANUFAC- 
turer of complete line of plumbers’ 
high grade brass for established New 
York territory. Address Key 536, “Do- 
mestic Engineering,’ 1900 Prairie Ave., 
Chicago. 
WANTED—A PROMINENT MANU- 
facturer of cast iron boilers and 
radiators is in need of experienced 
salesmen for openings in several sec- 
tions of the country. Liberal com- 
pensation. Kindly give age, education, 
and experience. Address Key 540, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 





WANTED—FIRST CLASS PLUMBER. 

Permanent position for right man— 
$9.00, 8-hour day, no lead work. Ad- 
dress P. H. Carlyon & Son, Dunkirk, 
Ms. -Es 


WANTED — SALES REPRESENTA- 

tives. The manufacturers of a small 
but well established and favorably 
known line of Heating Specialties de 
sire representation in Seattle and vicin- 
ity, and in San Francisco and vicinity. 
Commission basis and sales to jobbers 
Give details of organization and 
method of operating. Address Key 541, 


only. 


“Domestic Engineering,” 1900 Prairi¢ 
Ave., Chicago. 
WANTED—SALESMAN BY A LEAD- 


ing wholesale Plumbing and Heating 
Supply firm Age 30 to 40 years. Must 
be a live wire, well posted in line and 
having road experience. Acquainted 
with trade in Southwest Missouri, East- 
ern Kansas and Northwest Arkansas, 
preferred. Apply giving experience and 
salary wanted, Address Key 542, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 


WANTED — EXPERIENCED SALES- 

man thoroughly acquainted with 
metropolitan jobbers and heating trade. 
Our own organization has been in- 
formed of this advertisement. Address 
Key 543, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


WANTED — SALESMEN: EXPE- 
rienced plumbers’ brass goods. The 
Morgan Bronze Co., Cleveland, Ohio. 


Lines Wanted 


WE ARE MANUFACTURERS’ AGENTS 

for plumbing, heating and mill sup- 
plies, and are open for proposition 
from manufacturers for additional 
connections. Address BUTTS PETWAY 
CO., 224 Windsor Building, 507 N. E 
First Ave., Miami, Fla. 


WANTED—TWO OR THREE GOOD 

selling lines used by Heating and 
Plumbing Contractors to distribute 
through jobbers in New England. Ad- 
dress Homer C. Perkins Co., 30 Oliver 
St., Boston. 


WANTED—A QUALITY LINE OF 
plumbers’ brass goods on an exclusive 
territory basis by a northwestern 
plumbing specialty wholesale house. 
Good representation and aggressive 
sales effort assured. Address Key 538, 
“Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 


WE BUY ALL SIZES OF 


PIPE COUPLINGS 


We Pay More 
besides gy freight = ] 
CONSOLIDATED PIPE & STEEL CO. 


2712-24 S. 2nd St.— Plant No. 1— St. Louis, Mo, 








WIPING 
CLOTHS 


Formed — Flexible— Finished 


Made in five sizes for all standard joints. From 
your jobber or post paid to your address in the 
next mail or sent C.O.D. A post card for ful! 
particulars P. d b 16th, 1924. 


GEO. E. WILLIAMS 


Sele Manufacturer 


3 E. 26th ST., MINNEAPOLIS, MINN. 
Ticking and Moleskin 





Learn Heating and 
Plumbing Designing 


Utilize the long winter evenings in taking an 
Official Course of Instruction in lines that will 
increase your income next Spring, Summer and 
Fall. 

Scientific Designing in both Heating and 
Plumbing is the Engineering end of the in- 
dustry. The installation is relatively easy in 
comparison. When you ‘‘once’’ have entered 
our Instructions—you will like it. Write today 
—NOW. 


We Teach You In Your Own 
Home, Personal, Clear, Direct 


Our School Directory sent Free to interested 
parties. Indicate your Course when writing. 
HEATING VENTILATING ENGINEERING 
SPECIAL STEAM & WATER HEATING 
PLUMBING DESIGN & INSTALLATION 
WARM AIR HEATING 
CONTRACTING & ESTIMATING 
MECHANICAL DRAFTING 


Start with the 1926 School Season 


ST. LOUIS TECHNICAL INSTITUTE 
4541 Clayton Avenue - St. Louis, Missouri 


PERKINS 


CONCRETE 


INSERTS 


Adjustable—Strong 
Immovable—Economical 
Four sizes 34’—14"—54"—3;" 


Write for circulars and prices 


HOMER C. PERKINS CO. 
30 OLIVER STREET :: BOSTON 





BAYONNE 
CLEVELAND 


BUFFALO CHICAGO 


ERIE 








WALWORT 


23,000 different items, each designed for a specific duty. Your supply house can get yours 
through the nearest Walworth sales unit. 
WALWORTH COMPANY, BOSTON, MAss. 
PITTSBURGH 
SAN FRANCISCO YOUNGSTOWN 
WESTERN DIVISION, Kewanee 
Walworth International Co., New York, Foreign Representative 


KEWANEE, ILL. 
EASTERN DIVISION, Boston 
Plants at Boston, Greensburg, Pa., Kewanee, Ill., and Attalla Ala. 


CINCINNATI PHILADELPHIA 


NEW YORK 


Valves, Fittings, Tools for Steam, 
Water, Gas, Oil and Air 


SEATTLE 
LONDON 


PORTLAND 
GLASGOW 
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You can bring success nearer by years— 


advertise! 


You have your dream of success—and what you will 
do when that day arrives 


But why wait? You can bring success nearer by years 
—eliminate years of work and worry 


You can quicken the growth of your business and enjoy 
the fruits of success before your best years are gone 


. * «€ 


You can give your family the advantages which you, 
perhaps, missed in your youth. 


DVERTISE! Consider for a moment the 

difference between two businesses after 2 
years—one of which advertises and one of whic 
does not. There can be no comparison—one 
will climb, but slowly. The one advertised 
will climb swiftly and steadily. Use the 
Advertising Editorials each week and speed up 
the growth of your business. 


12 Illustrations—three months’ service for—only $4.20. 
48 Illustrations—one year’s service—for only $15.00, a saving of 10%. 


The copy costs you nothing—you take it every week from 


DOMESTIC ENGINEERING. 














DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


three months’ , - ior" 
Please enter my order for “9... year’s Service of Advertising Editorials. 


I’m going to dominate in the plumbing and heating field in my community. 


CITY AND STATE 














